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HAMILTON REGION AIRPORT MANAGEMENT BOARD’ | 


AGENDA 
DATE: Thursday, January 13, 1994 
TIME: 8:30 o'clock a.m. 
PLACE: Hamilton Airport Terminal Building 


i GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the December 9, 1993 meeting of the Hamilton Region Airport 
Management Board ~ 


Cc) Election of Chairman and Vice Chairman 
eZ CONSENT AGENDA 
2.1 +For the Information of the Board: 
That the following items be received: 
a) Airport Accounts Receivable Over 90 Days as at December 22, 1993 


b) Minutes of the December 22, 1993 meeting of the Marketing Sub- 
Committee 


3. DELEGATIONS 


3.1 Representatives from the Canadian Warplane Heritage Museum 


Hamilton Region Airport Minutes January 13, 1994 
Management Board 


4. DISCUSSION AGENDA 


4.1 Discussion of Consent Items 


By ADJOURNMENT 


Kb) 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, December 
9, 1993 in the Hamilton Airport Terminal Building. 


Present: Vice Chairman K. Gregg 
Councillors G. Etherington, H. Merling, R. Wade; O. Boris, 
J. Monaco, J. Mongeon, J. Skelton 
Absent with regrets: Regional Chairman R. J. Whynott 
Councillors D. Agostino, D. Wilson - City Business 
L. Culver - Another Commitment 


Also present: Messrs. S. L. Kincaid, B. MacSween; Mmes. J. Furlani, 
S. Renshaw, C. Biggs 
ik; GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 


b) Minutes of the November 18, 1993 meeting of the Hamilton Region Airport 
Management Board 


(Wade/Monaco) 
Be received and adopted as presented. CARRIED. 


2 CONSENT AGENDA 


(Wade/Skelton) 
2.1 Temporary Sublease Renewal (Trailer Site) - Glanford Aviation Ltd. 
(AIR 93-056) 


a) That the application of Glanford Aviation Ltd. to renew their 
temporary sublease, numbered 142352, housing a trailer located east 
of the air terminal building, for the operation of a helicopter hangar 
and landing pad, be approved, subject to the following: 


i) That the applicant enter into a one-year Supplemental 
Agreement with a one-year renewal option, amending the 
current temporary sublease with the Region, in a form 
satisfactory to the Commissioner of Legal Services and 
Transport Canada; 


Hamilton Region Airport Minutes December 9, 1993 
Management Board 


ii) That the rental rate for 2,911 square metres of land for a 
helicopter hangar and landing pad be established at $1.40 per 
square metre per annum, and the rental rate for 98 square 
metres of land for a trailer site be established at $80.00 per 
month, plus a 10% administration/maintenance fee, plus 
$100.00 per month for hydro charges for the trailer site, 
resulting in an annual rental rate of $6,738.94, to be paid in 
monthly instalments of $561.58 (GST extra), plus realty taxes, 
commencing January 1, 1994 and subject to any future rental 
increases; 


iii) | That the applicant be required to deposit with the Region the 
first and last months rent at the time of executing this 
Supplemental Agreement; 


iv) That the monthly rent be credited to Land Rental Account No. 
1-46006-343199, and the monthly Administrative /Maintenance 
Fee credited to Account No. 1-45137-343199; 


v) That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


vi) | That the applicant be advised that at the end of this renewal 
option contained in the one-year Supplemental Agreement 
amending Sublease No. 142352, the sublease will be required to 
relocate to a permanent location providing such airport lands 
are available for the construction of a hangar and office 
complex suitable to helicopter and fixed based operations; 


b) That the Regional Chairman, Regional Clerk and Commissioner of 
Finance be authorized and directed to execute the Supplemental 
Agreement on behalf of the Region. 
2.2 For the Information of the Board: 


That the following items be received: 


a) Province of Ontario Submission to Robert Nixon on the Pearson 
Airport T1/T2 Situation (AIR 93-057) 


Hamilton Region Airport Minutes December 9, 1993 
Management Board 


b) Airport Accounts Receivable Over 90 days as at November 22, 1993 


C) Correspondence dated November 18, 1993 from Peggy Cork, Senior 
Departmental Assistant, Office of the Minister of National Revenue, 
acknowledging letter to the Honourable David Anderson concerning 
the operation of a duty-free shop at Hamilton Airport 


d) Correspondence dated November 16, 1993 from Bob Mackenzie, 
M.P.P., Hamilton East 


e) Article from Wednesday, December 1, 1993 edition of The Hamilton 
Spectator re: "No Harm in Pearson Deal: Nixon" CARRIED. 


3: DISCUSSION AGENDA 
N/A 
NEW BUSINESS #1 
Press Release from Kelowna Flightcraft Air Charter Ltd. announcing the 
construction of a major hangar and approved maintenance and overhaul 
facility at Hamilton Airport 
NEW BUSINESS #2 


Release from the Office of the Prime Minister announcing cancellation of 
Pearson Airport Deal 


(Monaco/Etherington) 

That the Press Release from Kelowna Flightcraft Air Charter Ltd. announcing 

the construction of a major hangar and approved maintenance and overhaul 

facility at Hamilton Airport and Release from the Office of the Prime 

Minister announcing cancellation of Pearson Airport Deal, be received. 
CARRIED. 


NEW BUSINESS #3 


Request from Canadian Warplane Heritage to make a presentation to the 
Board at a future meeting 


(Boris/Skelton) 


Hamilton Region Airport Minutes December 9, 1993 
Management Board 


That the Secretary be instructed to invite Canadian Warplane Heritage to the 
January 13, 1994 meeting of the Airport Management Board. 
CARRIED. 


On motion (Merling/Wade) the Board adjourned at 8:40 a.m. CARRIED. 


Chairman 


Secretary 


CONSEN | 


AGENDA 
MATERIAL | 


Digitized by the Internet Archive 
in 2023 with funding from 
Hamilton Public Library 


https://archive.org/details/agendaofhamiltonOOunse 
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) REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1993 December 22 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT December 22, 1993 


' je G.W. Lawson 


BACKGROUND: 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of December 22, 1993. 


The total accounts receivable for the Airport is $101,165.54 of which $10,447.45 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


No new accounts have been added since the previous report of November 22, 1993. One 
of the accounts in that report has been settled. In addition to the accounts on Appendix 
"A", there are 25 accounts under $100 outstanding over 90 days with a credit balance of 
$672.33. 
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MINUTES OF THE HAMILTON REGION 
AIRPORT MANAGEMENT BOARD 
MARKETING SUB-COMMITTEE 


The Hamilton Region Airport Management Board Marketing Sub-Committee met at 8:00 a.m. 
on Wednesday, December 22, 1993 in the Hamilton Airport Board Room. 


Present: K. Gregg 
L. Culver 
J. Skelton 


Absent with regrets: D. Agostino 
J. Monaco 
J. Mongeon 


Also Present: S. Kincaid 
Mmes. S. Renshaw, M. Thompson 


I GENERAL 
a) Minutes of the September 29, 1993 meeting of the Marketing Sub-Committee. 


(Culver/Skelton) 
Be received and adopted as presented. CARRIED 


2: BUSINESS ARISING OUT OF THE MINUTES 
98) | Full-time Airport Marketing Officer Update 


Staff informed the committee of Council’s decision on December 7th, 1993, 
that the Airport General Manager has been authorized to include a new position 
of Airport Marketing Officer in the 1994 Airport Budget and that Transport 
Canada had been requested to fully fund this position from increased revenues at 
the Airport and that, in the interim, the Economic Development Department was 
continuing to provide its current level of service to the Airport until such time as 
this new position is approved by Transport Canada. 


22 Sunlink Charters - Cancellation 


Staff advised the committee that this charter has been cancelled. Written 
confirmation from Sunlink Charters is still pending. 


3. DISCUSSION AGENDA 
3.1 Marketing Sub-Committee Chairman appointment 


Tabled until after the next Airport Management Board meeting. 


3.2 1994 Schedule of Marketing Sub-Committee Meetings 


Tabled until after the next Airport Management Board meeting. 


3.3. 1994 Marketing Ideas 


Tabled until after the next Airport Management Board meeting. 


3.4 Overview of 1993 


Tabled until after the next Airport Management Board meeting. 


The meeting was adjourned at 8:45 a.m. 


Chairman 


Secretary 


3) 
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Hamilton Airport, P. O. Box 35, Mount Hope, Ontario LOR 1WO 


PATRON: HIS ROYAL HIGHNESS THE PRINCE OF WALES 


DATE: 1993 December 22 


REPORT TO: Chairman and Members 
Hamilton Wentworth Region Airport Management Board 


FROM: The Chairman and Members 
Canadian Warplane Heritage Museum Board 


SUBJECT: Canadian Warplane Heritage Museum Renewal Project 


The Canadian Warplane Heritage Board is pleased to have this opportunity to present a status report on the 
museum replacement project. The project team of Armstrong, Chamberlain, Evans and Kincaid have been 
assisting our Board in the planning for the new facility. An assessment was undertaken to determine the 
elements, and the space requirements for the facility. Information was obtained from other museums in Canada 
and the United States, to assist in the planning. 


> thorough review was undertaken regarding the location of the facility. Five potential sites were identified, 
including rebuilding on the existing site. Each were reviewed based on a set of criteria, and, after careful 
review, our Board approved the recommended site known as C13. 


Our Board was then advised that the Airport Management Board directed that alternative sites be further 
considered. This further review has since been concluded, and our Board has reconfirmed its strong preference 
for C13 as the most suitable for this project. As a major tourist attraction, the visibility and accessibility of 
the proposed Highway No. 6 is important. The site is also at the main entrance, or "people" side of the 
Airport, and is removed from the industrial area, which would become available as a prime location for new 
industrial development. 


Our Board feels that the presentation of our preliminary plans will better explain the type of facility we are 
proposing, and the reasons why we seek your further consideration of our preferred site. Our Board realizes 
that to build a new facility will require much greater capital costs than would rebuilding on the existing site, 
and that funding support is critical. It is our intention to have this project submitted for approval as part of 
the “infrastructure renewal program”. 


We thank you for hearing our presentation, and we seek your support of our proposal. 


Attached hereto is additional background material that may be of interest. 


CANADIAN WARPLANE HERITAGE IS A REGISTERED CANADIAN CHARITY 


Until Oct. 3, 1993 - Tel: (416) 679-4183 Fax: (416) 679-4186 - After Oct. 3, 1993- Tel: (905) 679-4183 Fax: (905) 679-41 


aed Hamilton Airport, P. O. Box 35, Mount Hope, Ontario LOR 1WO 
Until Oct. 3, 1993 - Tel: (416) 679-4183 Fax: (416) 679-4186 ~- After Oct. 3, 1993 - Tel: (905) 679-4183 Fax: (905) 679-41 
PATRON: HIS ROYAL HIGHNESS THE PRINCE OF WALES 


"FLAMES TO FLIGHT" 


The Canadian Warplane Heritage (CWH) is a non-profit corporation incorporated in December 
1971 under the laws of Ontario, and is registered as a Canadian charitable organization and is 
a designated Class "A" culture property museum. The facilities are located at the Hamilton 
Airport within the Region of Hamilton-Wentworth. His Royal Highness the Prince of Wales is 
Patron of the museum. 


The museum is managed by a Board of Directors consisting of 9 members. 


Dennis J. Bradley 
_President 


Richard J. Franks 
Vice-President 


C. M. Brock Mason 
Treasurer 


Gordon F. Hill 
Membership 


Don Fisher 

Paul Cronkwright 
Special Events 
George Sobering 


Doug Sayles 


Bruce MacRitchie 


4050 Appleby Line 
Burlington, ON L7R 3X4 


59 Maple Street 
Alliston, ON LOM 1A0 


100 Lakeshore Rd. E. 
Oakville, ON L6J 6M9 


26 Park Avenue 
Hamilton, ON L9H 5B3 


32 Ridgehill Drive 
Brampton, ON L6Y 2C5 


230 First Road East 
Stoney Creek, ON L8J 2V6 


R.R. #8 
Brantford, ON LOR 5M1 


25 Howard Blvd. 
Waterdown, ON LOR 2H0 


P.O. Box 244 
Welland, ON L3B 5P4 


CANADIAN WARPLANE HERITAGE IS A REGISTERED CANADIAN CHARITY 


Statement of Purpose 


To acquire, document, preserve and maintain, in flying condition, a complete collection of 
aircraft which were flown by Canadians and the Canadian military services from the beginning 
of Word War II to integration of the Canadian armed forces in 1968, including other related 
aviation artifacts and memorabilia of significant historic importance to this period. 


To provide heritage buildings for the restoration, protection, interpretation and exhibit of the 
collection. 


To instruct, educate and entertain the general public through the maintenance and restoration of 
displays, flight demonstrations, special events and activities; and encourage Canadians of all ages 
to become actively involved in the preservation of these aircraft and artifacts. 


To maintain supportive exhibits in tribute to the thousands of men and women who built, 
serviced and flew these aircraft; and in memory of those who did not return. 


The museum has a world wide membership of 1100 regular members and over 5500 support 
club members who welcomed more than 85000 visitors last year. The collection has grown 
from one aircraft in 1972 to more than thirty aircraft flying or under active restoration. The 
aircraft included in our collection have a special place in the aviation heritage of our country. 
(See schedule attached) 


On February 15, 1993, the Canadian Warplane Heritage Museum (Canada’s only flying 
museum) suffered a devastating fire that destroyed five aircraft as well as the hangar that housed 
the offices, restoration area, and maintenance facility. Lost in the fire were the Hurricane IIb 
(restored in the markings of 401 Squadron, RCAF), the Avenger (Royal Canadian Navy) the 
Auster and the Stinson. Also lost was a Spitfire [X on loan from the Confederate Air Force, 
as well as all ground support equipment. 


While this loss has slowed down the development of the museum, it was the overwhelming view 
of the Canadian Warplane Heritage members at a general membership meeting held on the 
Saturday following the fire to replace the burnt building with better expanded facilities. The 
Board of Directors has been actively reviewing various rebuild options. 


After careful consideration, the Board has decided that the preferred option is to build a new 
facility on a new site at the Hamilton Airport. 


The new site will take advantage of the proposed new Highway No. 6 connection to Highway 
403 which will provide excellent highway exposure and accessibility. This would also free up 
the present site for prime airport industrial use. 


aye Pe 


The proposed facility will be of unique architectural design and will include: 


Oo 


e) 


oO 


oO 


Twin hangars - display, restoration and maintenance 
Public viewing platform 

Offices - Air operations, engineering and administration 
Orientation area and artifacts display 

Theatre 

Archives and library 

Aviation shop and art works 


Restaurant 


Activities will include: 


e) 


oO 


2) 


fe) 


Major local Airshow and "Mini Airshows" 

Major Airshows throughout North America with audiences of over 3 million annually 
Special events 

Artifacts displays 

Museum library 

Theatre presentations 

Education and social functions 

Promotion 

Trade shows; conferences, seminars 


Education programs 


The new Canadian Warplane Heritage Museum will be.a major tourist attraction. The Economic 
Development Department of Hamilton-Wentworth is preparing a report to provide information 
on the tourist potential and the economic and employment impact. 


CANADIAN WARPLANE HERITAGE MUSEUM 


CURRENT COLLECTION 


LANCASTER X is Canadian made and the only Lancaster flying that is privately funded, the 
aircraft is dedicated to the memory of Canadians who served in Bomber Command and 
specifically to the memory of P/O A. Mynarski, V.C. of 419 Squadron, RCAF; 


DAKOTA was restored in the marking of 436 Squadron, RCAF and dedicated to the memory 
of Canadians who served in SEAC; 


CORSAIR was restored in the markings of Lt. R.H. Gray’s aircraft at the time he won the only 
Victoria Cross awarded to a member of the Royal Canadian Navy in World War II. 


NORTH AMERICAN B-25 MITCHELL is a medium bomber which was widely used during 
WWII on missions ranging from normal bombings to low level anti-tank and anti-shipping roles. 


The CWH Mitchell was built in 9145 for the postwar corporate aircraft market and has been 
restored to the configuration of an aircraft from No. 98 Squadron of the RAF to commemorate 
F/O David Pudney of the RCAF, who earned his Distinguished Flying Cross on Mitchell 
operations in 1944-45. 


DOUGLAS A-26C INVADER is a twin engine bomber which was used in combat during WWII 
and later in the Korean conflict under the new name of B-26. Between 1951 and 1954, the U.S. 
provided the French Air Forces bases in Indochina with more than 110 of these aircraft. 


The A-26 Invader at CWH is owned and flown by CWH president Dennis Bradley, and has been 
painted in the colours of the 1/19 Gascogne bombardment group as it flew in Indochina. 


AVRO ANSON is a twin engine monoplane originally designed as a six passenger commercial 
aircraft in the early 1930’s but put into service by the RAF as a general reconnaissance aircraft 
for Coastal Command. In 1939, after being replaced in combat by the Lockheed Hudson, the 
Avro Anson became the backbone of the British Commonwealth Air Training Plan as a multi- 
engine trainer and light utility transport. 


The CWH Anson MKV-P was built of all wood in 1944 by MacDonald Bros., Winnipeg and 
represents a long range photographic version painted in RCAF trainer yellow and marking.s 


BEECHCRAFT EXPEDITOR in Canadian and RAF service named C45 Expeditor, is a twin 
engine, twin tailed, all-metal low wing monoplane transport also used in bombing and weapons 
training, communications and photographic reconnaissance. 


The CWH C45 Expeditor was built in 1942 and has been restored in the markings and paint 
scheme of a detached photographic section of the RCAF which was stationed at Winnipeg. 


CESSNA CRANE, a twin engine, wood and fabric monoplane originally built as a civilian five 
seater, was later manufactured in Wichita, Kansas as a military trainer and transport aircraft. 


The CWH Crane served in Saskatchewan from 1941 to 1945 and has been restored to the paint 
scheme, registration and markings worn during that time. 


-NORTH AMERICAN HARVARD a single engine monoplane, was the standard advanced 
trainer for the BCATP in Canada and the RAF in England. 


The CWH Harvard MkIV was built in 1951 and served at Centralia and Trenton, Ontario and 
has been restored to the paint scheme, registration and marking it wore at that time. 


NORTH AMERICAN TEXAN, a single engine monoplane with retractable undercarriage, is 
very similar to the North American Harvard and was manufactured as an advanced combat 
trainer. 


The CWH Texan was built in 1943 in Dallas, Texas and is painted to represent one of the one 
hundred Texans that were utilized by the RCAF in 1951 on an interim basis while they awaited 
the delivery of Mark IV Harvards. 


FLEET FORT which was both designed and built in Canada, was originally intended as an 
intermediate trainer but was later converted into a wireless operator trainer. It is a single engine 
monoplane with all metal construction. 


The CWH Fleet Fort is the Museum’s most recently completed restoration and has the tandem 


two-seat and yellow paint job of an intermediate trainer. 


NORTH AMERICAN YALE is a single engine monoplane and was originally used by the 
RCAF as an advanced pilot trainer but was after a series of training accidents due to the vast 
differences between it and the Harvard, relegated to wireless trainer duties. 


The CWH Yale has been restored to its original RCAF colours and unit markings. 


BOEING STEARMAN is a single engine, fixed undercarriage bi-plane trainer used from 1942 
to 1943 at four Elementary Flying Training Schools in Canada. 


The CWH Stearman was built in 1942 and has been painted in standard RCAF/BCATP trainer 
yellow with appropriate roundels, fin flashes and stencilling applied. 


FLEET MODEL 21K is a single engine bi-plane and was built in 1935 as a demonstrator in 
an attempt to interest the RCAF in this basic trainer aircraft. 

The CWH Fleet 21K was once bought by Fleet’s famous test pilot, Tommy Williams, and has 
been returned to its original two-seater configuration. 

FLEET FAWN is a single engine bi-plane elementary trainer fifty-one of which were used by 
the RCAF from 1931 to 1947. 

The CWH Fawn was built in 1929 and is owned by Friends of Canadian Warplane Heritage who 
have it on permanent loan to the Museum. 

FLEET FINCH is a single engine bi-plane trainer which is very similar to the Fleet Fawn. 
The CWH Finch was built in 1940 and served with 22 Elementary Flight Training Schools. 
DeHAVILLAND TIGER MOTH is a single engine bi-plane which was designed as a primary 
trainer for the Royal air Force in 1931 and became the foremost “ab initio" aircraft design flown 
by RAF, BCATP and civilian pilots for fifteen years. 

The CWH Tiger Moth was built in Downsview, Ontario in 1942 and has been restored to 
authentic RCAF BCATP trainer status. 

DeHAVILLAND CHIPMUNK is a single engine monoplane primary trainer which handles 
much like a miniature Spitfire and was built to replace the Tiger Moth. 

The CWH Chipmunk has been owned and was donated to the Museum by a former prisoner of 
war who had obtained for it the registration of C-FPOW. 

FAIRCHILD CORNELL is a single engine, tandem cockpit monoplane primary trainer 


designed and originally built in Maryland and later built by Fleet in Fort Erie, Ontario. 


The CWH Cornell was built by Fleet in 1943 and served with No. 3 Flying Instructor School 
and No. 11 Elementary Flying Training School and has been restored to excellent condition. 


FAIRCHILD ARGUS is a single engine, high wing monoplane built originally for civilian use 
but two of them were used in Canada as liaison/communications aeroplanes and others saw 
service in the U.K., Middle East and Far East. 


The CWH Argus was built in 1946 and has been restored in the silver paint scheme of those 
serving in Canada. 

FAIREY FIREFLY is a single engine shipboard reconnaissance fighter which was operational 
from 1943 right through to the Korean conflict. 


The CWH Firefly was recovered from Australia and is being restored in Victoria, B.C. in the 
colours of No. 825 Squadron of the RCN, as flown on the HMCS Magnificent. 


PROPOSAL 


An application is being submitted for approval under the infrastructure renewal program. 


LOCATION 


PROJECT 


STATUS 


ESTIMATE 


ARCHITECT 
PROJECT MANAGER 


CONSTRUCTION 
SCHEDULE 


RECOGNITION 


RESULT 


The Hamilton Airport, in the Region of Hamilton-Wentworth. 


Reconstruction (due to fire loss) of the Canadian Warplane 
Heritage Museum. 


Preliminary drawings and estimates completed and approved by the 
Canadian Warplane Heritage Museum Board of Directors. 


12 million dollars to be shared equally at the federal, 
provincial, and local levels, with commitments of 4 million each. 


Chamberlain Architect Services Ltd. 


Cy Armstrong, P. Eng. 


To commence: Summer 1994 
To be completed: November 11th, 1995. 


Opening ceremonies for the project on November 11th, 1995 will 
serve to commemorate the 50th Anniversary of the conclusion of 
the Second World War and to recognize Canadians who served in 
the Air Forces during that period in our history. 


An enhanced tourist and visitors attraction of international 
significance, increased employment opportunities, and the 
preservation of a unique Canadian historical collection. 


URBAN /MUNICIPAL 


CAZON HW LES 
H\& 


Nay 


HAMILTON REGION AIRPORT MANAGEMENT BOARD 


GENERAL 


AGENDA 
DATE: . Thursday, February 10, 1994 
TIME: 8:30 o'clock a.m. 
PLACE: Hamilton Airport Terminal Building 


a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the January 13, 1994 meeting of the Hamilton Region Airport 
Management Board 


CONSENT AGENDA 


221 For the Information of the Board: 


That the following items be received: 


a) 
b) 
c) 
d) 
e) 


Fourth Quarter Report - Landing and Parking Fees (AIR 94-002) 
Passenger Embarkation Totals - 1992 and 1993 (AIR 94-001) 

Air Laurentian Status of Account (AIR 94-007) 

Airport Accounts Receivable Over 90 Days as at January 27, 1994 


Minutes of the February 2, 1994 meeting of the Finance and 
Administration Sub-Committee 


Note: Distributed under separate cover. 
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f) 


g) 


h) 


Correspondence dated January 20, 1994 from Mr. George Davies, 
Deputy Minister, Ministry of Transportation, respecting financial 
assistance for a strategic and market study for Hamilton Airport 


Correspondence dated January 20, 1994 from Mr. David Anderson, 
P.C., M.P., respecting the establishment of a duty free shop at 
Hamilton Airport 


Correspondence dated December 30, 1993 from Mr. John Castle, 
President, Hamilton Airlines respecting "Hamilton Airlines Inc." 


a DISCUSSION AGENDA 


Sil 


3.2 


Sub Committees - Appointment of Members 


a) 
b) 


c)° 


Transport Canada 
Marketing and Airport Development 
Finance and Administration and Operations & Physical Plant 


Hamilton Airport Glycol De-icing/Anti-icing Clean-up and Collection Service 
Licence (AIR 94-008) 


a) 


b) 


c) 


That the Regional Corporation enter into a Licence Agreement with 
Glanford Aviation Services Limited setting forth the terms and 
conditions pursuant to which Glanford Aviation shall perform De- 
icing/Anti-icing Clean-up and Collection Services in the Licensed Area 
at the Airport outlined in Schedule "A" attached to Report AIR 94- 
008, which Licence shall be in a form satisfactory to the Commissioner 
of Legal Services; , 


That the term of the Licence shall be for a period of three (3) years 
commencing on the 1st day of October, 1993, unless earlier terminated 
pursuant to the provisions of the said Licence; 


That such De-icing/Anti-icing Clean-up and Collection Services be 
performed in accordance with the Glycol Clean-up Mitigation Plan 
attached as Schedule"B" to the said Licence, and which Glycol Clean- 
up Mitigation Plan shall have been approved by the Airport General 
Manager; 


( 
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d) 


e) 


g) 


That Glanford Aviation Services Ltd. shall ensure that all prices, fees, 
charges, rates, levies or other amounts charged by Glanford Aviation 
Services Ltd. to the aviation operators and carriers at or using the 
airport and related facilities for the provision of De-Icing/Anti-Icing 
Clean-up and collection Services from the Licensed Area shall be fair 
market value in all respects, competitive with and comparable to the 
prices, fees, charges, rates, levies or other amounts which are charged 
by similar parties providing similar services in relation to the collection 
and clean-up of De-Icing/Anti-Icing Fluids for similar aviation 
operators and carriers at and from similar airport facilities; 


That Glanford Aviation Services Ltd. shall provide to the Airport 
General Manager a Schedule of Prices, Fees, charged as rates in 
connection with the provision of De-Icing/Anti-Icing Clean-Up and 
Collection Services for review and approval, together with such other 
documentation and financial information, including budgets, cash flow 
forecast, business plans and financial projections as may be required 
by the Airport General Manager to verify, review and ascertain the 
rationale justification basis for such prices, fees, charges, rates, levies 
or other amounts to be charged in the Licensee's cost structure relating 
to the provision of De-Icing/Anti-Icing Clean-up and Collection 
Services from the Licensed Area; 


That Glanford Aviation Services Ltd. shall keep proper and separate 
accounts, books and records in relation to its De-Icing/Anti-Icing 
Clean-up and Collection Services provided for hereunder. Such 
accounts, books and records shall, at all times, be open to inspection 
and audited by the Licensor's Commissioner of Finance or such other 
person as the Commissioner may authorize in writing, and the Licensee 
shall afford all facilities for such inspections and audits and shall 
furnish the Commissioner of Finance or his authorized representative 


with all such information and such assistance and co-operation as the 


Commissioner may, from time to time, require with reference to such 
accounts, books and records; 


That Glanford Aviation Services Ltd. shall not, without the written 
consent of the Commissioner of Finance, dispose of any such accounts, 
books or records, but shall preserve and keep the same available for 
inspection and audit at any time hereunder; 
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3.3 


3.4 


h) 


i) 


k) 


l) 


That Glanford Aviation Services Ltd. maintain Comprehensive General 
Liability Insurance in a combined single limit of not less than Five 
Million Dollars ($5,000,000.00) per occurrence, and shall keep and 
maintain Automobile Liability Insurance in an amount of not less than 
One Million Dollars ($1,000,000.00) per occurrence for bodily injury 
and property damage inclusive; 


That Glanford Aviation Services Ltd. shall, at its own expense, 
purchase and maintain Pollution Liability coverage with respect to 
above ground storage tanks for the purposes of storing residual De- 
Icing/Anti-Icing Fluids collected and prior to the removal from the 
Aport property in accordance with the Glycol Clean-up Mitigation 
Plan; 


That the Licence shall include, as an event of default, any default on 
the part of Glanford Aviation Services Ltd. under its Lease concerning 
the ZAE Glycollector SR 300G Glycol Collection Unit or the occur- 
rence of an event of termination with respect to such lease; 


That the Licence shall further provide that the Region shall receive the 
right, within such Lease, to take over and assume all rights of the 
Licensee under such lease in the event of default occurring on the part 
of Glanford Aviation Services Ltd., provided, however, that nothing 
shall require the Region to be liable for any unpaid amounts prior to 
such event; 


That the Airport General Manager be, and the same is, hereby 
authorized and directed to execute the aforesaid Licence for and on 
behalf of the Region, and to affix the corporate seal thereto. 


Canadian Warplane Heritage Museum Renewal Project (AIR 94-005) 


That planning continue to proceed, subject to the normal approval procedure, 
for the new Canadian Warplane Heritage Museum to be located at Site 3 on 
Hamilton Airport as identified in Report AIR 94-005. 


Canadian Warplane Heritage Museum (ECO 94-014) 


That the Airport Management Board and the Canadian Warplane Heritage 
Museum Board of Directors consider reconstruction on the existing site. 
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Sie) 


3.6 


Federal Infrastructure Renewal Programme 


Report to follow. 


Recommendations from the February 2, 1994 meeting of the Finance and 
Administration Sub-Committee 


a) 


b) 


) 


Note: 


1994 Hamilton Airport Non-Subsidizable Current Budget (AIR 94-003) 


That the 1994 Hamilton Airport Non-Subsidizable Current Budget in 
the net levy amount of $99,300 be approved and forwarded to the 
Committee of the Whole for inclusion in the overall Operation Budget. 


1994 Hamilton Airport Preliminary Operation and Maintenance 
Budget (AIR 94-004) 


i) That the 1994 Hamilton Airport Preliminary Operation and 
Maintenance Budget (Transport Canada) be received; ; 


ii) That airport staff continue budget deliberations with Transport 
Canada staff in order to finalize the airport's 1994 subsidy 
requirement. 


1994-1998 Non-Subsidized Capital Budget - Hamilton Airport 
(AIR 94-006) 


That the 1994-1998 Non-Subsidized Capital Budget for Hamilton 
Airport be approved and forwarded to the Committee of the Whole 
for inclusion in the overall Capital Budget. 


Budget distributed under separate cover to members of the Airport 


- Management Board. Additional copies will be provided upon request 


to the Regional Clerk's Office. 
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3.7 Discussion of Consent Items 


4. ADJOURNMENT 


/ 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, January 
13, 1994 in the Hamilton Airport Terminal Building. 


Present: Chairman (Regional Chairman) R. J. Whynott 
Vice Chairman K. Gregg 
Councillors D. Agostino, G. Etherington, H. Merling, 
R. Wade, D. Wilson; O. Boris, L. Culver, J. Monaco, 


J. Skelton 
Absent with regrets: J. Mongeon - Vacation 
Also present: Councillor F. MacIntyre 


Messrs. S. L. Kincaid, B. MacSween, N. Catalano, 
J. Fardell, R. C. Prowse; Mmes. S. Renshaw, J. Furlani, 
M. Thompson, C. Biggs 


1. GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 


(Wade/Monaco) 
That the delegation from Canadian Warplane Heritage Museum be heard. CARRIED. 


3.1 Representatives from the Canadian Warplane Heritage Museum (CWHM) 


Messrs. D. Bradley, President of CWHM, C. Armstrong, Project Manager and 
B..Chamberlain, Architect, appeared before the Board to present a status 
report on the CWHM Renewal Project. 


(Culver/Agostino) 


a) That the Hamilton Region Airport Management Board supports the 
concept of the Canadian Warplane Heritage Museum (CWHM) 
Renewal Project; 


b) That the Airport General Manager and staff of the Economic 
Development Department and such other appropriate Departments, in 
conjunction with the Project Renewal Committee of the Canadian 
Warplane Heritage Museum (CWHM), be directed to analyze the 
proposal respecting the museum replacement project and bring a 
report back to the February meeting of the Board, including: 
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b) 


Pal 


c) 


i) two or three sites where CWHM could relocate, indicating all 
pros and cons, including all costs involved and who would be 
responsible for funding; 


il) all other parties who have expressed an interest in developing 
on airport land. - CARRIED. 


Minutes of the December 9, 1993 meeting of the Hamilton Region Airport 
Management Board 


(Etherington/Monaco) 
Be received and adopted as presented. CARRIED. 


For the Information of the Board: 


(Wade/Wilson) 


That the following items be received: 
a) Airport Accounts Receivable Over 90 Days as at December 22, 1993 


Councillor R. Wade requested a verbal update on the amount owing 
by Air Laurentian at the February Board meeting. 


b) Minutes of the December 22, 1993 meeting of the Marketing Sub- 
Committee CARRIED. 


Election of Chairman and Vice Chairman 


The Chairman vacated the Chair and the Regional Clerk, R. C. Prowse, 
assumed the Chair. 


i) Chairman 
The Clerk called for nominations for the Chairman. 


O. Boris nominated K. Gregg for Chairman. 
D. Wilson nominated R. Whynott for Chairman. 
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(Wade/Agostino) 

That the nominations be declared closed. CARRIED. 
(Wilson/Wade) 

That the vote be recorded. DEFEATED. 


K. Gregg was declared Chairman. 


(Wade/Skelton) 
That the ballots be destroyed. CARRIED. 


ii) Vice Chairman 
The Clerk called for nominations for Vice Chairman. 


O. Boris nominated R. Whynott for Vice Chairman. 
R. Whynott declined the nomination. 


J. Monaco nominated O. Boris for Vice Chairman. 


(Wade/Agostino) 
That the nominations be declared closed. CARRIED. 


By acclamation, O. Boris was declared Vice Chairman. 


K. Gregg assumed the Chair. 


4. 


DISCUSSION AGENDA 

4.1 Discussion of Consent Items 
N/A 

NEW BUSINESS #1 


Correspondence from John Castle, President of Hamilton Airlines Inc., 
respecting locating at Hamilton Airport 


The Board requested that the correspondence be included in the agenda of 
the February meeting. 
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The Board adjourned at 10:40 a.m. 


Chairman 


Secretary 


CONSENT. | 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 January 21 
050-007.2 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Fourth Quarter Report - Landing and Parking Fees 
_~ ~ (AIR 94-002) 


S.L. Kincaid, Airport General Manager 
BACKGROUND: 
Attached to this report is the Hamilton Airport Landing Fee Revenues for 1992/93. 


You will note that the total fees (not including G.S.T.) for 1993 are $571,441.90, an increase 
of $3,593.60 over 1992. Although passenger embarkation totals have decreased over the past 
few years, aircraft landing and parking fees have steadily increased and this is mainly due to 
United Parcel Service, Federal Express, their small aircraft feeders and various charters which 
utilize the Hamilton Airport. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 January 21 
120-003 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Passenger Embarkation Totals - 1992 and 1993 
(AIR 94-001) 


ee 


S.L. Kincaid, Airport General Manager 
BACKGROUND: 
“Attached to this report is the Hamilton Airport passenger embarkation totals for 1992 and 1993. 


The total figures represent passengers departing from this airport only. For passengers 
embarking and disembarking the total should be doubled. 


You will note that the total passenger embarkations for 1992 was 26, 159 and the total for 1993 
was 22,253, a decrease of 3,906. 


0 0 0 6EID OE 8PrE 


BEE Sop 6CP POP Or I8€ 


Lell L&T 9471 0601 788 89L 


£6°° =£64°N £6O £6 dog g6. 3ny —gG INE 


10 O9E CCP CLP CIP 
0 0 0 Chl Lgl 


POS P8P bl sos EE 


e6ung EE keNN f63dy F6IUIN £6 GAH 


L9OP 


861 


£6 UPL 


qurpsry 
IS2MYLION 


ay wa 


uenuainey Jiy 


ssaidxq JIVSN 


ourjiy 


00s! (474 O1s 0 0 0 


vis BSP BLS 61 rats SOE 
E L81 807 8bZ SLE 12! 981 


CSE SIP 90S 9Sb S87 9S7 


76°99) «=Z64ON 3897680) 07H 1429S 7H} BNV ZG INE 


0 0 0 0 0 
O8b Sel 0 0 0 
b67 £97 SLi 8LI (45 


BLE COP C6P esp P8P 


1L8 sell estt CLE 6S01 


yeanung 


quipity 
ISoMYLON 


any wed 


uBnUSINeT Illy 


ssordxq JIWSA) 


our 


STVLOL NOILVWHVEWA HAONASSVd LHOdHIVY NOLTIWNVWH 


of. 1(C) 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 January 28 


REPORT TO: Chairman and Members 
Hamilton Wentworth Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Air Laurentian Status of Account 
(AIR 94-007) 


ncaid, Airport General Manager 


BACKGROUND: 


The Airport Management Board, at its meeting of January 13th, 1994 requested an update on 
the financial status of Air Laurentian. 


We are in receipt of a memo from our finance department outlining the basis of Air Laurentian’s 


Outstanding account as well as a new proposed payment schedule from Air Laurentian (copies 
attached). Finance department will continue to monitor payments. 


c.c. Ramzan Manek, Collections Officer 


JAN 27 '94 16:16 70:19856796746 FROM: REG. MUN. “H.W. FINANCE T-S84 P. G2 


DEPARTMENT OF FINANCE 
MEMORANDUM 


SMRSRRAAAKERIH AA AAAAT SAHARA AEA EHH AAA RARER ARE RARER AKAREKRNE NDE ERE KE 


TO: Mirella Thompson YOUR FILE: 
Lease/Inv Co-Ordinator 
Airport 
FROM: Ramzen Manek OUR FILE: 
Collections Officer ‘PHONE: (416) 546-4191 


Finance - Revenues 


SUBJECT: Air Laurentian Ltd. DATE: 1994 January 27 
Outstanding Account 


Further to your inquiry regarding the current status of the above account, I write to advise 
you that although this customer has maintained monthly payments regularly, he has been 
unable to clear the arrears by December, 1993. This has been due to the cash flow problem 
and not enough business during the summer last year. 


However, upon contacting the company, I discussed the situation of the arrears with Mr. 
Don VanNostrand, the accountant of the company and have received from him a new 
payment schedule which indicates that they hope to pay the arrears by March-April, 1994, 
Once the proposal is accepted by us, they will send us the post-dated cheques for the arrears 


other than the current portion of the account. 


I have also received a cheque for $3,676.23 and the total amount owing on the "90" day will 
read $13,527.41 instead of $17,203.64. 


Please have the Airport Committee review the new payment proposal submitted by Air 
Laurentian. 


If you need further information, please do not hesitate to contact me. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 January 27 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT January 27, 1994 


BACKGROUND: 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of January 27, 1994. 


The total accounts receivable for the Airport is $135,708.35 of which $13,781.52 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


Four new accounts have been added since the previous report of December 22, 1993. Two 
of the accounts in that report has been settled. In addition to the accounts on Appendix 
"A", there are 32 accounts under $100 outstanding over 90 days with a credit balance of 
$1,416.15. 
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cee Ministere 
des 1201 Wilson Avenue 1201 avenue Wilson 
Downsview, Ontario Downsview (Ontario) 
ee Transports M3M 1J8 M3M 1J8 
beware 
Ontario 
e Office of the Bureau du ; - (416) 235-4449 


Deputy Minister sous-ministre 


aie 2Ue ee log 4 


Mian aco ae Why rots 

Regional Chairman 

The Regional Municipality of 
Hamilton-Wentworth 

Peon Box 910 

Hamilton, Ontario 

L8N 3V9 


Dear Mr. Whynott: 


inaniweyou. fon your Jetter of October 5, 1993 concerning 
your request for financial assistance for a strategic 
and market study for the Hamilton Airport. 


I share your concern over the economic difficulties 

© that the City of Hamilton is facing. We recognize that 
there are a number of opportunities that exist at the 
Airport, which if properly nurtured, will serve as the 
catalyst to improve economic conditions for the City. 
An expanded role for the Hamilton Airport has been a 
FOnGustanding commitment of this: ministry. MTO funding 
of an advertising campaign in 1990 to promote increased 
alr services at the Airport was an example of this 
commitment. 


The province believes Hamilton Alrport to be an 
important Component of the provincial air 
transportation system. Additional iy ae aaye Neda 
passenger flights and cargo service could be well 
served by Hamilton as it has both the capacity and 
GesivemecOmNandle more trabiac. This was made 
abundantly clear in our February 1992 brief to the 
federal environmental assessment panel, appointed to 
review transportation proposals in the Toronto area. 
The ministry has already discussed and will continue to 
discuss an expanded role for the Hamilton Airport with 
Transport Canada, as 1t prepares the Southern Ontario 
Area Airport Study (SOAAS). We intend to keep you 
advised on the results of this study. 


© e 


Miner Wien Otc Slee January 20, 1994 


The recent cancellation of the contract to privatize 
Terminals 1 and 2 at Pearson Airport, thereby 
eliminating the 75km passenger threshold provision can 
be directly attributed to strong provincial 
intervention. The elimination of this provision will 
help growth at Hamilton and other affected Greater 
Toronto area airports. 


The ministry’s commitment to the airport also extends 
to improving road access to the site. We recognize 
that good highway access is vital to the freight and 
courier aircraft operators who serve the Hamilton 
Airport. The ministry intends to start on the Highway 
#403 interchange with Highway #6 (New) this year. 


With respect to your proposed study and in keeping with 
our commitment for an expanded role for the airport, we 
believe the study to be an excellent idea and are 
satisfied that it will be helpful in setting a 
strategic direction for the aizrport. = losenvseenar we 
are willing to assist the Regional Municipality in its 
undertaking. I have asked Mr. Ian Chadwick, Director, 
Passenger Policy, to arrange a meeting with you and/or 
your staff to work out the details and costs for the 
study.» In the meantime, if vow wish to contace Mr 
Chadwick, he can be reached at (416) 235-4050. 


I apologize for our delay in replying to your letter. 


Yours sincerely, 
{ 
keer PSB: Se ae 
Pe SS 
George Davies 


oi eek; 
Deputy, Mana seer 
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Minister as . z* Ministre of | ) 
of National Revenue {xn -3.3, du Revenu national & 


Mr. R.J. Whynott 

Regional Chairman 

The Regional Municipality 
of Hamilton-Wentworth 

Post Office Box 910 

Hamilton, Ontario 

L8N 3V9 


Dear Mr. Whynott: 


Thank you for your letters of June 23, October 7, 
and November 12, 1993, concerning the establishment of a 
duty free shop at the Hamilton Airport, and for your kind 
words on my election to Parliament and appointment as 
Minister of National Revenue. I apologize for the delay in 
responding. 


I understand that a meeting was held with 
officials from the Department and the Municipality of 
Hamilton-Wentworth in June of 1993 concerning this matter. 
Since then, departmental officials have been studying this 
.complex issue and its associated legalities. While no 
decision has yet been made, please be assured that your 
views will be given every consideration. 


In the meantime, should you wish to discuss this 
matter further, I would invite you to contact 
Ms. Susan Spénard, Chief, Duty Free Shop Section, 
Transportation Division, 5th Floor, Connaught Building, 
Ottawa, Ontario K1A OL5. Ms. Spénard can also be reached by 
telephone at (613) 954-7217. 


I appreciate the opportunity to respond to your 


concerns, and I would like to thank you for taking the time 
to write on this matter. 


Yours sincerely, 


\ 
aie 
LOS aS ay ee = Cao 


David Anderson, P.C., M.P. 


House of Commons Chambre des communes 
Ottawa, Canada K1A OA6 


ot. 1h) 


HAMILTON AIRLINES INC 


175 COOPER ST; CAMBRIDGE; ONTARIO; CANADA N3C 2N8 
TEL (519) 658-6230 FAX (519) 658-0258 


30 Ricardo Court 
Hamilton, Ontario 
L8W 281 


December 30, 1993 
Dear Mr Ken Gregg 


I have been working hard to secure the financing and marketing for a Company to 
be named Hamilton Airlines Inc. proposing to base a Boeing 737 in the fall of 1994 at 
Hamilton Airport. At the present time the financing of this proposal appears to be 
promising and I felt it was time to notify some members of the Hamilton Region Airport 
Board that these efforts were being made. 


For your interest, I have enclosed copies of the executive summary and cover sheets 
of some supporting documents. I have one question for you. How long will the free 
parking at Hamilton Airport be available? 


John Castle 


President 
Hamilton Airlines. 


EXECUTIVE SUMMARY 


AVIATION IN CANADA 
THE RECENT MACRO-ECONOMIC HISTORY 


The Air Transportation Industry has been getting more than its share of bad press 
lately. By nature a cyclical industry, the last stx years have been the worst the industry has 
ever experienced. A number of extraneous factors have intervened and for the most part 
are now behind it. Beginning in 1986 the government, with its " Freedom of the Skies" 
policies, de-regulated the industry and created a mirror image of the US experience. The 
simultaneous creation of nine charter carriers followed within one year. The consequent 
over capacity let to cut throat competition resulting in the demise of all the new entrants 
with the exception of Air 3000, who with excellent timing entered the market at the same 
period as the others exited. During this time the largest charter carrier "Wardair" was 
assimilated into PWA. 


Badly beaten, the previous. existing carriers struggled for survival. An economic 
down turn, created in part by the restrictive monetary policies of the Bank on Canada, 
coupled with the unexpected Gulf War, reduced traffic and increased fuel prices with 
diabolically bad timing. This unhappy situation was further aggravated by the 
introduction of the GST in the midst of a recession, further tightening consumer spending, 
and set the stage for the demise for two of the original and largest charter carriers " 
Worldways" and "NationAir." Realizing that the aforementioned events where unlikely to 
re-occur ( at least in the same disastrous and consecutive order] Air 3000 and a new 
entrant Royal Air have been extremely active and successful in filling a virtual market 
vacuum. 


HAMILTON AIRPORT 


Enormous sums of money and effort have been spent on airport infrastructure 
improvements at Hamilton airport over the last decade. The current account is fifty million 
dollars and climbing. A new terminal has been constructed. An additional runway, control 
tower, taxiways, aprons, as well as mmprovements im navigational facilities and lighting 
have made this airport one of the most pleasant and functional airports in Canada. 


This may appear to many as just another government "white elephant." Not so. 
This airport is located in the near centre of the largest zone of population in Canada. 
Hamilton airport and its surrounding catchment areas are responsible for over 23% of the 
traffic generated at Pearson airport. Peason airport, as we all know, is the most active in 
Canada [many say too busy] emplanes and deplanes thirty two million passengers a year, 
supports fifty four thousand jobs and nearly a hundred aircraft movements per day. 


HAMILTON AIRPORT THE UNFORTUNATE 
MICRO ECONOMIC VIEW 


This airport has a sorry history. Not one company has ever applied for an operating 
certificate to operate turbo jet aircraft from this airport. Recognizing the vast market 
potential, several tour operators have attempted to position aircraft from Toronto and the 
US to serve the Florida market and have failed. The reasons for this are obvious. These 
tour operators [not airlines] were forced to pay exorbitant rates to position aircraft to 
Hamilton. These costs are prohibitive [ often amounting to three or more thousand dollars 
for a distance of fifty miles} completely destroy the economic viability of the services 
rendered. Furthermore these aircraft have not been available for prime time departures. 
Finally these attempts have largely been undercapitalized, poorly planned, organised by 
individuals with little operational experience im the industry and furthermore lacked the 
market preparation necessary to secure the support of the region's travel agents. 


The major scheduled carriers and charter carriers who all own their own tour 
companies based from Peason/ Toronto see no reason to stimulate competition, divert their 
revenues and increase their cost base by basing aircraft at Hamilton. As well, carriers 
based at Pearson or elsewhere see no reason why they should make aircraft available 
during prime times which reduces their own yields and complicates their scheduling. 


In order for a carrier to succeed at Hamilton it must be price competitive with 
carriers based in Toronto, ergo it must be based at Hamilton. To offer prime time 
departures demanded by the public it must be dedicated to the Hamilton market. It must be 
well capitalised to market it services and generate the required revenues. It must operate 
clean modem turbo-jet aircraft and operate on time to attract the patronage deserved. 


Surveys conducted by the Official Airports Group in 1983, predicting that 30% of 
the Pearson charter market would move to Hamilton were correct. There is an incredible 
demand for a Hamilton based air carrier. Every travel agent in the Niagara Peninsula hears 
it several times a day. "Why must I go to Pearson?" "Why must I leave my home at 4:30 
m the morning to go through the expense and aggravation of going to Pearson?" "I hate 
that highway." "It takes all day to pick someone up." "It too expensive to park there." 


Hamilton airport is a jewel. It is without a doubt, the biggest and best business 
opportunity in aviation in Canada. It centered in the middle on one of the highest 
concentrations of population in the country [roughly the equivalent of Vancouver.}] This 
airport is so under utilized that very significant operational saving/profits will be realized 
by lack of congestion. Aircraft are on the market at prices not seen in decades while 


experienced executives, crews and personnel are begging to be recruited while this huge 
market niche remains unserved. 


John Castle 


THE NATIONAL TRANSPORTATION AGENCY 
Director Intemational Operation 
Aur and Accessible Transportation Brancit 
Ottawa, Catano 
RIA ONS 


HAMILTON AIRLINKS INC. 


AN APPLICATION FOR A 3-4 INTERNATIONAL CHARTER COMMERCIAL AIR SERVICE 
TO TRANSPORT PERSONS, GOODS AND MAIL ON ADVANCE BOOKING, INCLUSIVE 
TOUR CHARTERS, COMMON PURPOSE CHARTERS AND ENTITY CHARTERS BETWEEN 
CANADA AND ANY OTHER COUNTRY, FROM A BASE AT HAMILTON AIRPORT 
MOUNT HOPE, ONTARIO USING FIXED WING AIRCRAFT IN GROUPS "E” "F” AND "G.” 


Mailing Address 


175 Cooper St. 
Cambridge, Ontario 
N3C 2N8 
“Tel: (519) 658-6230 
Fax: (519) 658-0258 
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NO SECURITIES COMMISSION OR SIMILAR AUTHORITY IN CANADA HAS IN ANYWAY PASSED 
UPON THE MERITS OF THE SECURITIES OFFERED HEREUNDER AND REPRESENTATION TO THE 
CONTRARY IS AN OFFENCE. 


Initial Public Offering 


HAMILTON AIRLINES INC. 


A turbojet charter airline serving the Niagara Peninsula 
from a base at Hamilton Civic Airport 


$1,250,000 
1,000,000 Units 
| Each unit consists of one (1) Common Share and one (1) warrant to purchase one (1) Common Share ( A 
"warrant") at an exercise price of $1.25 for a one year period commencing and expinng 
and 1 "Air Mile" entitling the Shareholder one free mile on company aircraft once a year 


perpetually. See " Description of Securities". Of the gross proceeds per Unit, the Company will allocate $1.20 to 
i Common Share and $0.05 to the Warrant comprising the Unit and $0.08 to the Air Mile. 


PRICE: $1.25 Per Unit 


Offering 
Price Net Proceeds 
No. of to the Underwniter's _ to the 
Units Public Discount (1) | Company (2) 
Per Unit 1 $1.25 $ $ 
Total 1,000,000 $1,250.000 $ $ 
(1) The company has also granted to ( "the underwriter") a non-assignable option ( 


the "Compensation Option") to purchase 100,000 Common Shares at the price of $1.20 or, at the option of the 
Underwriter, 50,000 Units and 50,000 Common Shares at the price of $1.25 per Unit and $1.20 per common 
share, respectively, exercisable on or before the third anniversary of the date upon which the Ontario 
Securities Commission issues its final receipt for the prospectus (the Acceptance Date"). See "Description of 
the Offering-Underwritten Offering”. 


9 (2) Before deducting costs of issue estimated at $35,000, of which the Company will pay $29,000 and 
Selling Shareholders will pay 36,000, beings Selling Shareholder's pro rata share of the costs of the issue, 
estimated in respect of the secondary shares offered by them. 


( 


‘DISCUSSION 
AGENDA | 


MATERIAL | 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


1994 January 28 


REPORT TO: Chairman and Members 


Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 


Airport General Manager 


SUBJECT: Hamilton Airport Glycol De-icing/Anti-icing Clean-up and Collection Service 


Licence (AIR 94-008) 


RECOMMENDATION: 


a) 


b) 


C) 


d) 


That the Regional Corporation enter into a Licence Agreement with Glanford Aviation 
Services Limited setting forth the terms and conditions pursuant to which Glanford 
Aviation shall perform De-icing/Anti-icing Clean-up and Collection Services in the 
Licensed Area at the Airport outlined in Schedule "A" attached hereto which Licence 
shall be a in a form satisfactory to the Commissioner of Legal Services. 


That the term of the Licence shall be for a period of three (3) years commencing the Ist 
day of October, 1993, unless earlier terminated pursuant to the provisions of the said 
Licence. 


That such De-icing/Anti-icing Clean-up and Collection Services be performed in 
accordance with the Glycol Clean-up Mitigation Plan attached as Schedule "B" to the said 
Licence and which Glycol Clean-Up Mitigation Plan shall have been approved by the 
Airport General Manager. 


That Glanford Aviation Services Ltd. shall ensure that all prices, fees, charges, rates, 
levies or other amounts charged by Glanford Aviation Services Ltd. to the aviation 
operators and carriers at or using the airport and related facilities for the provision of De- 
Icing/Anti-Icing Clean-Up and Collection Services from the Licensed Area shall be fair 
market value in all respects competitive with and comparable to the prices, fees, charges, 
rates, levies or other amounts which are charged by similar parties providing similar 
services in relation to the collection and clean-up of De-Icing/Anti-Icing Fluids for 
similar aviation operators and carriers at and from similar airport facilities. 


€) 


g). 


h) 


- Page 2 - 


That Glanford Aviation Services Ltd. shall provide to the Airport General Manager a 
Schedule of Prices, Fees charged as rates in connection with the provision of De- 
Icing/Anti-Icing Clean-Up and Collection Services for review and approval together with 
such other documentation and financial information including budgets cash flow forecast, 
business plans and financial projections as may be required by the Airport General 
Manger to verify, review and ascertain the rationale justification basis for such prices, 
fees, charges, rates, levies, or other amounts to be charged in the Licensee’s cost 
structure relating to the provision of De-Icing/Anti-Icing Clean-up and Collection 
Services from the Licensed Area. 


That Glanford Aviation Services Ltd. shall keep proper and separate accounts, books and 
records in relation to its De-Icing/Anti-Icing Clean -Up and Collection Services provided 
for hereunder. Such accounts, books and records shall at all times be open to inspection 
and audited by the Licensor’s Commissioner of Finance or such other person as the 
Commissioner may authorize in writing and the Licensee shall afford all facilities for 
such inspections and audits and shall furnish the Commissioner of Finance or his 
authorized representative with all such information and such assistance and co-operation 
as the Commissioner may from time to time require with reference to such accounts, 
books and records. 


That Glanford Aviation Services Ltd. shall not without the written consent of the 
Commissioner of Finance dispose of any such accounts, books or records but shall 
preserve and keep same available for inspection and audit at any time hereunder. 


That Glanford Aviation Services Ltd. maintain Comprehensive General Liability 
Insurance in a combined single limit of not less than Five Million Dollars 
($5,000,000.00) per occurrence and shall keep and maintain Automobile Liability 
Insurance in an amount of not less than One Million Dollars ($1,000,000.00) per 
occurrence for bodily injury and property damage inclusive. 


That Glanford Aviation Services Ltd. shall at its own expense, purchase and maintain 
Pollution Liability coverage with respect to above ground storage tanks for the purposes 
of storing residual De-Icing/Anti-Icing Fluids collected and prior to the removal from the 
Airport property in accordance with the Glycol Clean-Up Mitigation Plan. 


That the Licence shall include as an event of default, any default on the part of Glanford 
Aviation Services Ltd. under its Lease concerning the ZAE Glycollector SR 300G Glycol 
Collection Unit or the occurrence of an event of termination with respect to such Lease. 


- Page 3 - 


k) The Licence shall further provide that the Region shall receive the right within such 
Lease to take over and assume all rights of the Licensee under such lease in the event 
of default occurring on the part of Glanford Aviation Services Ltd. provided, however, 
that nothing shall require the Region to be liable for any unpaid amounts prior to such 
event. 


1) That the Airport General Manager be and the same is hereby authorized to execute the 
aforesaid Licence for and on behalf of the Region and to affix the corporate seal thereto. 


caid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


The use and control of Glycol and other de-icing/anti-icing fluids at the Hamilton Airport has 
definite legal implications concerning compliance with all Federal and Provincial environmental 
requirements. 


Off Airport emissions of Glycol and other de-icing/anti-icing fluids would come under the 
jurisdiction of The Environmental Protection Act and the Ontario Water and Resources Act. 
The Airport’s Glycol use and clean-up plan, together with licensing requirements, should better 
ensure compliance with the Federal and Provincial environmental standards, and impose direct 
legal responsibility to the Region on Glycol users at the Hamilton Airport. 


BACKGROUND: 


To remove accumulation of snow, frost or ice from aircraft wings, control surfaces, fuselage 
or other critical places and to prevent such accumulation, it is often necessary to spray glycol 
based De-icing/Anti-icing Fluids on aircraft. It is impossible to prevent such fluids from running 
off the aircraft onto the aircraft parking or operating surfaces. Although evaporation of the 
glycol does occur over time, in many cases it makes its way through the drainage systems into 
off airport creeks and rivers. Such pollution of water courses is prohibited by Federal and 
Provincial statutes. 


Active and ongoing attempts to mitigate the Glycol emissions during the winters of 1991/1992 
and 1992/1993 have not proven entirely successful, and water stream testing by the Ministry of 
the Environment (MOE) have suggested higher than allowable emissions. The MOE have 
advised that additional action must be taken as have environmental specialists of Transport 
Canada. 


AS 


Accordingly, a glycol use and control plan has been and continues to be developed for the 
Airport. Part of that plan involves catch basin sealing, retention pond improvements and 
pavement crack sealing. Another part requires mechanical clean-up of glycol from pavement 
surfaces subsequent to de-icing activities. A key element of the plan is to require the training 
of de-icing and clean-up operators and the licensing of such operators. A proposed clean-up 
licence has been developed in consultation with Transport Canada by the Legal Services 
Department. This Licence permits Glanford Aviation Services Ltd. to provide the mechanical 
clean-up of glycol on the apron. 


The cost of all infrastructure improvements and operating procedures will be borne by Transport 
Canada and aircraft operators. No costs accrue to the Regional Municipality of Hamilton- 
Wentworth. 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 January 28 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Canadian Warplane Heritage Museum Renewal Project 
: (AIR 94-005) 
RECOMMENDATION: 


That planning continue to proceed, subject to the normal approval procedure, for the new 
Canadian Warplane Heritage Museum to be located at Site 3 on Hamilton Airport as identified 
in Report AIR 94-005. 


ncaid, Airport General Manager 


BACKGROUND: 


In the belief that the presence of the Canadian Warplane Heritage Museum at Hamilton Airport 
is of significant importance to the Airport and the Region, an analysis of the various options 
available for the renewal of the Museum has been ongoing for several months. The disastrous _ 
fire of last year has stimulated a vigorous examination of the purpose of the Museum, its value 
to the Community and beyond, and, the best course of action for the future. The Board of the 
Museum has determined that it will continue to locate its operations at Hamilton Airport and that 
it wishes to do so in an entirely new structure. To this end a preliminary building design has 
been prepared based on estimated needs and an examination of other museum facilities. What 
remains to be decided is the appropriate site at Hamilton Airport. 


A variety of sites have been examined with a short list of five selected for detailed examination. 
Appendix "A" shows the five site locations and the criteria for examination. Appendix "B" 
shows the preliminary building design on each of these sites. 


=) 


To start with, there are no zoning impediments to the proposed structure on any of the sites. 
As well, a full environmental investigation has been completed for the on-airport sites with the 
exception that "Environmental Screening Sheets” have to be included with the project description 
in final form to Transport Canada’s Land Use Committee when project approval is sought. 
Typically, Land Use Committee review and preliminary project approval is given in less than 
a month. Sites 1 and 2, which are off-airport sites will require a more comprehensive 
environmental review which could take months with commensurate increased costs. In addition, 
Sites 1 and 2 will require a "Through the Fence” taxiway licence with Transport Canada which 
would likely delay project start. 


Time is of the essence in two ways with this project. First, there is great media and public 
interest because of the fire and with this interest comes fund raising opportunities. Because the 
core of this interest is deemed to be the veterans of World War II, their families and friends and 
as this is an ageing segment of the population there is little time to be lost if this opportunity is 
to be utilized to the maximum. This is one reason why the late 1995 50th Anniversary of the 
end of WWII was selected as building completion date. 


Secondly, it is intended to use time restricted funding under the Canada - Ontario Infrastructure 
‘Works program to build the museum and its associated facilities. Under this program the 
Canadian and Ontario governments would provide two thirds share of the costs. The local share 
of one third is permitted to include the private sector contributions and donations expected under 
the public fund raising campaign. The program requires that at least 35% of the allocation to 
the project be spent by March 31, 1995 and that no more than 15% of the funding can-be spent 
after March 31, 1996. The selected museum project completion date of late 1995 meets these 
criteria. 


A comparison of the many factors that effect site selection are included at Appendix "C". 
Taking all these factors into consideration it is concluded that the on-airport sites 3, 4 and 5 are 
the only feasible alternatives and that of these Site 3 is preferred. The use of Site 3 will give 
a dramatic and aesthetically pleasing entrance to the Air Terminal Building complex and it will 
keep tourist traffic away from the industrialized areas of Sites 4 and 5 and its truck and aircraft 
service vehicle traffic. Site 3 is the only site where the Museum will be a stand-alone prominent 
structure rather than being located amongst, and accessed through, other buildings. The 
proposed structure will be of unique design and the result will be a major tourist attraction which 
will bring international attention to the Region. The recommended location at the main entrance 
to the airport, and with good visibility and access from the new Highway No. 6, make it ideally 
suited for the museum facility. There are no other proposals for development on Site 3. There 
is Current interest in development at Sites | and 4. 


In preparing this report, input and advice has been received from the Planning and Development 
Department, Economic Development Department, Canadian Warplane Heritage Museum, 
Chamberlain Architects, Ministry of Transportation of Ontario and Transport Canada. The 
Economic Development Department is submitting a separate report on this matter. 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 January 28 


REPORT TO: Chairman and Members 
Hamilton Wentworth Region Airport Management Board 


FROM: Nick Catalano 
Director 


SUBJECT: CANADIAN WARPLANE HERITAGE MUSEUM .ECO-94-014 
RECOMMENDATION: 


a) That the Airport Management Board and the Canadian Warplane Heritage Museum 
Board of Directors consider reconstruction on the existing site. 


Sr 4 


/ ? 
Nick Catalano, Director 
Economic Development Department 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


The renumeration to the Airport will be consistent regardless of the existing site or Lot C- 
13. These lands are owned by Transport Canada and funds will be utilized as part of the 
total Airport budget. 


The acquisition of 10 acres of the Airport Industrial Business Park would generate $850,000, 
being 10 acres x $85,000 (the Region’s cost for these lands). Alternatively, a long term land 
lease could be structured over 43 years based on prevailing market conditions. 

However, with Transport Canada’s refusal to negotiate a "Through the Fence Agreement" 


until all available airport lands are leased renders this discussion academic. 


pes 
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BACKGROUND: 


No one is disputing the value of the Warplane Heritage Museum to the Region’s Tourism 
and Convention business. The Museum has been an integral part of this community for 
almost fifty years, enjoying exceptional attendance during the Airshow and throughout the 
year. 


The Airport Board, at its meeting of January 13, 1994, requested that the Economic 
Development Department provide input with respect to an analysis of the proposed sites, 
the costs involved to bring the project to fruition and an economic impact analysis. The 
following seeks to address those issues. 


ANALYSIS 


Staff are currently negotiating with a potential purchaser who has expressed an interest to 
acquire Airport Industrial Business Park in its entirety. This would not necessarily preclude 
the Museum from locating on this site, but would necessitate the building of a taxiway at 
the northwestern quadrant connecting to the airport infrastructure. It has been suggested 
that Transport Canada will not provide a "Through the Fence Agreement" until all Airport 
lands are leased. This will make the development of the park difficult and contrary to the 
"Approval in Principle" that was provided by Transport Canada. It will certainly cause 
unnecessary and costly delays in the Region’s ability to market this property and preclude 
the Canadian Warplane Heritage Museum from considering this site. 


In the Request for Proposals on Lot C-13, it was clearly indicated that no interested parties 
came forward. Our analysis indicates this was largely due to the fact that no one was 
prepared to spend the dollars required to pave Lot C-12 and provide infrastructure access 
to the taxiway and runways. All of the proponents felt this should be the obligation and 
responsibility of either Transport Canada or the Region and one can appreciate the aversion 
to spending millions of dollars on an infrastructure which the developer will never own, 
cannot have exclusivity to and the limited land available on Lot C-13 (16.8 acres) to defray 
these costs. 


The cost involved to develop the infrastructure and taxiway on the Aeropark could be 
upwards of $750,000, depending on the size and strength. It would cost $120,000 to build 
a taxiway from Lot C-13, but this would preclude any utilization of the amalgamation of Lot 
C-13 and the Kaytor Lands as future development areas. 


ee), 
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This department has been on record, since the mid-1980s reflecting Lot C-13 as the best 
possible site for cargo and freight development. With the current interest expressed by a 
number of proponents for Lot C-2 to C-11; Lot C-13 remains the only property left for 
cargo and freight development on Airport lands. Significant dollars have been spent to 
market this property, including the production of promotional material and attendance at 
trade-shows. For this department to support the development of the Canadian Warplane 
Heritage Museum on Lot C-13, it would be necessary to revisit the marketing strategy of 


the Airport. 


Redevelopment on the existing site has been adequately covered by the comparative site 
analysis. For years the Economic Development Department has endeavoured to redefine 
the hangars fronting on the airport infrastructure to accommodate qualitative buildings and 
provide land availability for fix base operators. The model detailed by Mr. Chamberlain 
clearly illustrates a state of the art building which will be the envy of any museum. Hence, 
its redevelopment on the existing site would set a tone for the qualitative structures which 
we are trying to develop and may encourage adjacent and abutting property owners to 
upgrade their facilities commensurate with what is being proposed. 


The recently announced Infrastructure Program criteria for funding has not yet been 
clarified but the number of projects that will be asking for money will be significant. 
Budgetary constraints are being faced by all levels of government and the possibility of the 
Museum raising the dollars required to bring this project to fruition should be mitigated at 
every possibility. 


The enclosed attachments supplement the report of the Airport General Manager and 
illustrates the construction impact and the Tourism benefits as an entity and in conjunction 
with the Airshow. The benefits would be realized on any of the suggested site. 


CONCLUSION 


Based on the foregoing, it is the opinion of this department that the preferred site for the 
redevelopment of the Canadian Warplane Heritage Museum would be best situated on Site 
#5 (existing site). 


I am fully aware that this is not the preferred site of the Warplane Heritage Museum 
Board, but when you consider that the primary criteria in selecting a site was airside access, 
viewing area, availability of land and exposure to a main highway infrastructure; those 
criteria are best met by the existing site. However, the final site selection rests with the 
Warplane Heritage Museum Board, the Airport Management Board and ultimately 
Regional Council. 


/cle 


attach. 


CANADIAN WARPLANE HERITAGE MUSEUM 


1994 PROJECT BENEFITS 


CAPITAL - CONSTRUCTION BENEFITS: 


CAPITAL COST X .45 = A; A/ 45,000 = ESTIMATE OF CONSTRUCTION 
PERSON YEARS 


IE. $1 MILLION CAPITAL GIVES AN APPROXIMATE 10 PERSON YEARS 
IN CONSTRUCTION 


12 MILLION X .45 = 5,400,000 / 45,000 = 120 PERSON YEARS 


BENEFITS FROM DEVELOPMENT: 


MATERIALS PURCHASED LOCALLY IE. 40% OF CAPITAL COSTS = $12 
MILLION X .40 = $4,800,000 


CONSTRUCTION EMPLOYMENT = AS ABOVE= 120 PERSON YEARS 


LEASE REVENUES = $1.40 / SQ.M. X (404 SQ.M. X 10 ACRES) = $5,656 PER 
YEAR 


TAX REVENUES (DEPENDS ON MILL RATE) 


BENEFITS FROM OPERATION: 


EMPLOYMENT INCOME (CHANGES WITH EACH EMPLOYEE) 
MATERIALS PURCHASED 
TAX REVENUES 


LANDING FEES - NONE ARE PAID 


BENEFITS FROM EMPLOYEES: 


NEW RESIDENT EMPLOYEES 


EXISTING RESIDENT EMPLOYEES 


INDIRECT ECONOMIC BENEFITS: 

- | EMPLOYMENT MULTIPLIERS 
- INCOME MULTIPLIERS 

- TAX BENEFITS 

BENEFITS FROM VISITOR IMPACTS: 
- VISITOR EXPENDITURES 

- | ROOM NIGHT/REVENUES 

- TAX BENEFITS 


NOTE: BENEFTTS WILL CHANGE ACCORDING TO WAGES, MILL RATES, 
GST, PST, AND NEW RESIDENTS, ETC. 


Name of Special Event or Games:Warplane 


= ~ 


1 Description of Data Participants, Spectators, Volunteers. 


1.1 Number of Participants per day 20 
1.2 Est. Number of Spectators per day 84 
1.3 Duration of Event in days 363 
1.4 Total number of Volunteers per day 10 


(from outside community only) 


2 Estimation of Expenditure for Participants, Spectators, Volunteers 


2.1 Est. Day Expend. Participant in $ 5 
2.2 Est. Day Expend. Spectator in $ 10 
2.3 Est. Day Expend. Volunteer in $ ) 
3 Capital and Operating Expenditures & Revenues 
3.1 Event Capital Expenditure 0) 
3.2 Direct Operating Expenditure 1,673,116 
3.3 Total Operating Expenditure 1,673,116 
4 Total Operating Revenue 1,665,076 
5 Contribution to the Event Cont in % 
5.1 Sponsor Contribution 0) 
5.2 Municipal Contribution 0 
5.3 Provincial Contribution 0) 
5.4 Federal Contribution 0 
5.5 International Contribution 0 


5.6 Total Contribution ) 


6 Attendance to the event 


6.1 Participant Days 7,260 
6.2 Spectator Days 30,492 
6.3 Volunteer Days 37,030 
6.4 Total Attendance Days | 41,382 


7 Visitor Expenditures 


7.1 Participant Expenditures 36,300 
7.2 Spectator Expenditures ~ 304,920 
7.3 Volunteer Expenditures . 0 
sososoSSSSSS SSS SS SS 
7.4 Total Visitor Expenditures 341,220 


10 EVENT PROFIT (LOSS) (8,040) 


11 Municipal Rev. Coefficient 
Provincial Rev. Coefficient 
13 Federal Rev. Coefficient 


14 Municipal Revenues 
15 Provincial Revenues 
16 Federal Revenues 


SUMMARY IMPACT 


Visitor Multiplier 
Construction Multiplier 
Sponsor Multiplier 


Total Visitor Impact 
Total Construction Impact 
Total Sponsor Impact 


TOTAL IMPACT 


NET MUNICIPAL YIELD 
NET PROVINCIAL YIELD 
NET FEDERAL YIELD 

TOTAL PROVINCIAL RETURN 


0..038 
0.102 
0.165 
20,357 
54,643 
88,447 


1.57 
12165 
1.37 


535,715 


535,715 


20,357 
54,643 
88,447 

522,269 


of Special Event or Games:Airshow 93 


Description of Data Participants, Spectators, Volunteers. 


Number of Participants per day 500 
Est. Number of Spectators per day 15,000 
Duration of Event in days 2 
Total number of Volunteers per day 600 


(from outside community only) 


Estimation of Expenditure for Participants, Spectators, Volunteers 


Est. Day Expend. Participant in $ 200 
Est. Day Expend. Spectator in $ 25 
Est. Day Expend. Volunteer in $ 10 


Capital and Operating Expenditures & Revenues 


Event Capital Expenditure 0 
Direct Operating Expenditure 668,000 
Total Operating Expenditure 668,000 
Total Operating Revenue 318,000 


Contribution to the Event 


Sponsor Contribution 150,000 
Municipal Contribution 30,000 
Provincial Contribution ) 
Federal Contribution 0 
International Contribution 0 


Total Contribution 180,000 


Attendance to the event 


Participant Days 1,000 
Spectator Days : 30,000 
Volunteer Days ey Oe) 
Total Attendance Days , 32,200 


7 Visitor Expenditures 


Participant Expenditures 200,000 
Spectator Expenditures 750,000 
Volunteer Expenditures 12,000 


Total Visitor Expenditures 962,000 


10 


EVENT PROFIT (LOSS) 


Municipal Rev. Coefficient 
Provincial Rev. Coefficient 
Federal Rev. Coefficient 
Municipal Revenues 
Provincial Revenues 
Federal Revenues 


SUMMARY IMPACT 


Visitor Multiplier 
Construction Multiplier 
Sponsor Multiplier 


Total Visitor Impact 
Total Construction Impact 
Total Sponsor Impact 


TOTAL IMPACT 


NET MUNICIPAL YIELD 

NET PROVINCIAL YIELD 
NET FEDERAL YIELD 

TOTAL PROVINCIAL RETURN 


(170,000) 


0.038 
0.102 
0.165 

65,179 

174,954 

283,186 


ree) 
1.65 
LAM 


1,510,340 
0 
204,900 


1,715,240 


35,179 
174,954 
283,186 

Te 64200067 
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HAMILTON REGION AIRPORT MANAGEMENT BOARD 


AGENDA 
DATE: Thursday, March 10, 1994 
TIME: 8:30 o'clock a.m. 
PLACE: Hamilton Airport Terminal Building 
GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) i) Minutes of the February 10, 1994 meeting of the Hamilton Region 
Airport Management Board 


ii) Minutes of the February 22, 1994 meeting of the Hamilton Region 
Airport Management Board 


CONSENT AGENDA 
Dal Sublease Renewal - United Parcel Service of Canada Ltd. (AIR 94-009) 


a) That the application by United Parcel Service of Canada Ltd. to renew 
their sublease No. 143403 for the Ontario Hamilton Project Team 
building (OHPT), consisting of 197.6 square metres and 1,090 square 
metres of related parking area, be approved, subject to the following: 


i) That a Supplemental Agreement be prepared amending United 
Parcel Service of Canada Ltd. current sublease No. 143403 to 
reflect an additional one-year term, commencing March 1, 1994; 


il) That the current rental rate of $82.12 per square metre per 
annum be charged for the OHPT building, which consists of 
197.6 square metres, and that $2.03 per square metre per 
annum be charged for 1,090 square metres of related parking 
area, plus a 10% administrative/maintenance fee, plus 7% 


Hamilton Region Airport 
Management Board 


Papp 


b) 


iii) 


iv) 


v) 


vi) 


Agenda March 10, 1994 


GST, resulting in an annual rental rate of $21,703.42, to be paid 
in monthly instalments of $1,808.62, plus realty taxes, 
commencing March 1, 1994 and subject to any further 
Transport Canada rental increases; 


That the monthly rent for the OHPT Building be credited to 
Office and Shop Space, Account No. 1-46007-343199, and the 
related parking area be credited to Land Rental Account No. 
1-46006-343199, and that the monthly Administration/ 
Maintenance fee be credited to Account No. 1-45137-343199; 


That the applicant be requested to provide the Region with a 
legal survey by a certified surveyor, depicting leased areas; 


That the applicant be requested to provide the Region with the 
necessary Comprehensive Liability Insurance, naming the 
Region and Transport Canada as co-insureds; 


That a thirty-day termination clause be included in the one-year 
Supplemental Agreement for both parties; 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region. 


For the Information of the Board: 


That the following items be received: 


a) 
b) 


Airport Accounts Receivable Over 90 Days as at February 25, 1994 


Correspondence dated February 4, 1994 from Douglas Young, Minister 
of Transport, respecting privatization of the terminals and runways at 
Lester B. Pearson International Airport 


Hamilton Region Airport Agenda March 10, 1994 
Management Board 


BE DISCUSSION AGENDA 
Sel 1994 Air Show Agreement (AIR 94-010) 


a) That the application of The Hamilton International Air Show 
Foundation (the "Applicant") to stage an air show at Hamilton Airport 
on June 18 and 19, 1994 (the "Air Show") and from June 6 to 24 for 
setting up and dismantling the Air Show, or until the Applicant leaves 
the Airport, whichever is later, be approved, provided: 


i) That the Applicant enter into an agreement with the Regional 
Municipality of Hamilton-Wentworth (the "Region"), in a form 
satisfactory to the Commissioner of Legal Services, setting forth 
the terms and conditions governing the Air Show covering such 
items as liability insurance, clean up, etc.; 


ii) That the Applicant shall, at all times, indemnify and save 
harmless the Region, Transport Canada, The Corporation of 
the Township of Glanbrook, the Corporation of the Town of 
Ancaster and The Corporation of the City of Hamilton from 
and against all actions, causes of action, charges, damages, 
interest, claims, costs, demands, expenses or loss which the 
aforementioned persons may bear, suffer or be put to by reason 
of any damage to or loss of property or injury or death to 
persons caused by or arising out of or related to the holding of 
the Air Show, including any postponements thereof arising out 
of the Agreement, which indemnification shall exclude liability 
on the part of the members of the Board of Directors of the 
Applicant and the employees of the Applicant excepting liability 
and responsibility for directors’ negligence to the extent as 
would be covered under: 


aa) the Applicant's Airmeet Liability Insurance Policy; 

bb) the Applicant's Commercial General Liability Policy; 
and, 

cc) the Applicant's Directors’ and Officers’ Liability 
Insurance Policy; 


Hamilton Region Airport 


Management Board 


iii) 
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That the Applicant shall provide and maintain for the 
protection of itself, the Region, Transport Canada, The 
Corporation of the City of Hamilton, the Corporation of the 
Town of Ancaster and the Corporation of the Township of 
Glanbrook, an Airmeet Liability Insurance Policy from an 
insurer, acceptable to the Region and licensed to do business in 
Ontario, naming The Regional Municipality of Hamilton- 
Wentworth and the other persons named in this paragraph, 
which shall include their employees and all volunteers involved 
in the Air Show, as insureds therein, to cover claims for public 
liability for death, personal injury and property damage and loss 
arising from the holding of the Air Show or arising from this 
Agreement, including but not limited to Non-Owned 
Automobile Liability Insurance, with coverage of not less than 
TWELVE MILLION DOLLARS IN CANADIAN 
CURRENCY ($12,000,000 Canadian) for each occurrence, with 
the exception of pyrotechnics liability coverage and non-owned 
aircraft liability coverage. Such Airmeet Liability Insurance 
Policy shall be enforced before, during and after the Air Show, 
commencing at 12:01 a.m. on June 13, 1994 until and including 
11:59 p.m. on June 22, 1994, or until the Applicant vacates the 
Airport, whichever is the later; 


That such Airmeet Liability Insurance Policy shall also include 
pyrotechnic liability coverage relating to the Air Show and any 
promotional events preceding the Air Show. The Applicant 
represents to the Region that it has coverage available under 
such Airmeet Liability Insurance Policy for the holding of such 
pyrotechnic display in the amount of ONE MILLION 
DOLLARS IN UNITED STATES CURRENCY ($1,000,000 
U.S.). Such Commercial General Liability Insurance Policy 
shall be in full force before, during and after the Air Show, 
commencing at 12:01 a.m. on June 6, 1994, until and including 
11:59 p.m. on June 24, 1994, or until the Applicant vacates the 
Airport, whichever is the later; 
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v) 


vi) 


vii) 


Viii) 


ix) 
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That the Applicant provide an endorsement for non-owned 
aircraft liability having a limit of not less ONE MILLION 
DOLLARS IN CANADIAN CURRENCY ($1,000,000 
Canadian) for each occurrence, including passengers; and 
further, that the Applicant shall ensure that each such 
participant shall fully comply with all conditions of such 
endorsement; 


That the Applicant shall also provide and maintain, at its own 
expense, a Commercial General Liability insurance policy in an 
amount of not less than FIVE MILLION DOLLARS IN 
CANADIAN CURRENCY ($5,000,000 Canadian) in order to 
supplement the aforementioned Airmeet Liability Insurance 
policy, in particular, for activities relating to (but not limited to) 
non-owned automobile liability coverage, parking and sale of 
food, beverages and souvenirs. Such policy shall specifically 
include products liability coverage; 


That the Applicant shall also provide and maintain, at its 
expense, a Directors’ and Officers' Liability Insurance Policy 
with coverage having a limit of not less than ONE MILLION 
DOLLARS IN CANADIAN CURRENCY ($1,000,000 
Canadian) per claim, which coverage shall be in full force 
during and after the Air Show, commencing 12:01 a.m. on June 
6, 1994, until and including 11:59 p.m. on June 24, 1994, or until 
the Applicant vacates the Airport, whichever is the later; 


That the Applicant be responsible for all costs and expenses of 
any kind whatsoever related to the Air Show and its compliance 
with this Agreement, excepting such amounts as may be 
provided by the Region as grants with respect to Police traffic 
costs, Hamilton Street Railway subsidy for shuttle-link and 
dumping fees, provided the same are approved by Regional 
Council; 


That the Applicant agrees not to do or omit to do anything that 
might breach the terms or conditions of the insurance policies 
referred to above; 
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x) 


xi) 
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That the Applicant be required to give the Airport General 
Manager at least ten days’ notice for any advance promotional 
events provided that no such event can be held unless the 
Applicant has the prior written approval of the Airport General 
Manager and unless the Applicant has provided the Airport 
General Manager satisfactory proof that the proper insurance 
for the event is in place; 


That the Applicant provide the Airport General Manager with 
proof of such insurance polices in the form of a Certificate of 
Insurance no later than the 1st day of June, 1994, for approval, 
except insurance policies and certificates with respect to 
participants’ Public Liability Insurance, which shall be submitted 
by the Applicant to the Airport General Manager by no later 
than 12:00 noon on June 10, 1994, for approval; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Agreement on behalf of the Region, in a form 
satisfactory to the Commissioner of Legal Services and the Airport 
General Manager. 


3.2 Discussion of Consent Items 


ADJOURNMENT 


(0) 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, February 
10, 1994 in the Hamilton Airport Terminal Building. 


Present: . Chairman K. Gregg 
Vice Chairman O. Boris 
Regional Chairman R. J. Whynott; 
Councillors D. Agostino, G. Etherington, H. Merling, 
R. Wade, L. Culver, J. Monaco, J. Skelton 


Absent with regrets: Councillor D. Wilson - Another Commitment 
J. Mongeon - Vacation 


Also present: Messrs. S. L. Kincaid, W. M. Carson, J. DiBattista, 
J. Fudge, N. Catalano; Mmes. J. Furlani, C. Biggs 
i GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 


Item 3.2 Hamilton Airport Glycol De-icing/Anti-icing Clean-up and 
' Collection Service Licence (AIR 94-008) 


O. Boris declared an interest and stated that he did not wish to 
be involved in the discussions on this matter. 


b) Minutes of the January 13, 1994 meeting of the Hamilton Region Airport 
Management Board 


(Etherington/Wade) 
Be received and adopted as presented. CARRIED. 


Items 2.1(c), 2.1(f), 2.1(g) and 2.1(h) were moved to the Discussion Agenda. 
Zs CONSENT AGENDA 


(Skelton/Wade) 
Dali For the Information of the Board: 


That the following items be received: 


a) Fourth Quarter Report - Landing and Parking Fees (AIR 94-002) 
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b) 
d) 


e) 


Passenger Embarkation Totals - 1992 and 1993 (AIR 94-001) 
Airport Accounts Receivable Over 90 Days as at January 27, 1994 


Minutes of the February 2, 1994 meeting of the Finance and 
Administration Sub-Committee CARRIED as amended. 


a DISCUSSION AGENDA 


oe) 


Discussion of Consent Items 


Dale) 


2.1(£) 


2.1(g) 


2.1(h) 


Air Laurentian Status of Account (AIR 94-007) 


The Airport General Manager advised that the Finance Department 
has received three post-dated cheques from Air Laurentian toward 
their outstanding amount owing. The Finance Department has 
recommended that their term of payment be accepted. 


Correspondence dated January 20, 1994 from Mr. George Davies, 
Deputy Minister, Ministry of Transportation, respecting financial 
assistance for a strategic and market study for Hamilton Airport 


The Airport General Manager advised that he will be meeting with 
staff from the Ministry of Transportation on this matter, and will bring 
a report to the Airport Management Board in the near future. 


Correspondence dated January 20, 1994 from Mr. David Anderson, 
P.C., M.P., respecting the establishment of a duty free shop at 
Hamilton Airport 


Regional Chairman R. Whynott advised that numbers of passengers 
utilizing Hamilton Airport does not warrant a duty free shop in 
accordance with Federal Government guidelines. 


Correspondence dated December 30, 1993 from Mr. John Castle, 
President, Hamilton Airlines respecting "Hamilton Airlines Inc." 


The Airport General Manager advised that to date, Hamilton Airlines 
Inc. does not yet have the appropriate financing in place to operate out 
of Hamilton Airport. 
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Sub Committees - Appointment of Members 
The following is the current membership and status of the Sub-Committees: 
a) Marketing Sub-Committee 


K. Gregg 

Councillor D. Agostino 
Culver 

J. Mongeon 

J. Monaco 

J. Skelton 


b) Operations - Physical Plant 
C) Finance and Administration 


Councillor R. Wade J. Skelton 
Councillor D. Wilson O. Boris 
Councillor G. Etherington H. Merling 


d) Transport Canada Negotiations 


Regional Chairman R. J. Whynott 
Councillor R. Wade 

K. Gregg 

J. Mongeon 

O. Boris 

J. Monaco 


O. Boris and J. Monaco indicated that they wished to be included as members 
on the Transport Canada Negotiations Sub-Committee. (Reflected in the 
above list.) 


J. Skelton advised that, as has been in the past, the Operations - Physical 
Plant and Finance and Administration Sub-Committees will be combined, and 
as such, he wished to be indicated as a member on the Finance and 
Administration Sub-Committee. (Reflected in the above list.) 


K. Gregg advised all members of the Board that they are welcome to attend 
meetings of any of the Sub-Committees, should they so wish. 
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Hamilton Airport Glycol De-icing/Anti-icing Clean-up and Collection Service 
Licence (AIR 94-008) 


(Whynott/Wade) 


a) 


b) 


c) 


d) 


That the Regional Corporation enter into a Licence Agreement with 
Glanford Aviation Services Limited setting forth the terms and 
conditions pursuant to which Glanford Aviation shall perform De- 
icing/Anti-icing Clean-up and Collection Services in the Licensed Area 
at the Airport outlined in Schedule "A" attached to Report AIR 94- 
008, which Licence shall be in a form satisfactory to the Commissioner 
of Legal Services; 


That the term of the Licence shall be for a period of three (3) years 
commencing on the 1st day of October, 1993, unless earlier terminated 
pursuant to the provisions of the said Licence; 


That such De-icing/Anti-icing Clean-up and Collection Services be 
performed in accordance with the Glycol Clean-up Mitigation Plan 
attached as Schedule"B" to the said Licence, and which Glycol Clean- 
up Mitigation Plan shall have been approved by the Airport General 
Manager; 


That Glanford Aviation Services Ltd. shall ensure that all prices, fees, 
charges, rates, levies or other amounts charged by Glanford Aviation 
Services Ltd. to the aviation operators and carriers at or using the 
airport and related facilities for the provision of De-Icing/Anti-Icing 
Clean-up and collection Services from the Licensed Area shall be fair 
market value in all respects, competitive with and comparable to the 
prices, fees, charges, rates, levies or other amounts which are charged 
by similar parties providing similar services in relation to the collection 
and clean-up of De-Icing/Anti-Icing Fluids for similar aviation 
operators and carriers at and from simular airport facilities; 


That Glanford Aviation Services Ltd. shall provide to the Airport 
General Manager a Schedule of Prices, Fees, charged as rates in 
connection with the provision of De-Icing/Anti-Icing Clean-Up and 
Collection Services for review and approval, together with such other 
documentation and financial information, including budgets, cash flow 
forecast, business plans and financial projections as may be required 
by the Airport General Manager to verify, review and ascertain the 
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g) 


h) 


i) 


j) 


rationale justification basis for such prices, fees, charges, rates, levies 
or other amounts to be charged in the Licensee's cost structure relating 
to the provision of De-Icing/Anti-Icing Clean-up and Collection 
Services from the Licensed Area; 


That Glanford Aviation Services Ltd. shall keep proper and separate 
accounts, books and records in relation to its De-Icing/Anti-Icing 
Clean-up and Collection Services provided for hereunder. Such 
accounts, books and records shall, at all times, be open to inspection 
and audited by the Licensor's Commissioner of Finance or such other 
person as the Commissioner may authorize in writing, and the Licensee 
shall afford all facilities for such inspections and audits and shall 
furnish the Commissioner of Finance or his authorized representative 
with all such information and such assistance and co-operation as the 
Commissioner may, from time to time, require with reference to such 
accounts, books and records; 


That Glanford Aviation Services Ltd. shall not, without the written 
consent of the Commissioner of Finance, dispose of any such accounts, 
books or records, but shall preserve and keep the same available for 
inspection and audit at any time hereunder; 


That Glanford Aviation Services Ltd. maintain Comprehensive General 
Liability Insurance in a combined single limit of not less than Five 
Million Dollars ($5,000,000.00) per occurrence, and shall keep and 
maintain Automobile Liability Insurance in an amount of not less than 
One Million Dollars ($1,000,000.00) per occurrence for bodily injury 
and property damage inclusive; 


That Glanford Aviation Services Ltd. shall, at its own expense, 
purchase and maintain Pollution Liability coverage with respect to 
above ground storage tanks for the purposes of storing residual De- 
Icing/Anti-Icing Fluids collected and prior to the removal from the 
Airport property in accordance with the Glycol Clean-up Mitigation 
Plan; 


That the Licence shall include, as an event of default, any default on 
the part of Glanford Aviation Services Ltd. under its Lease concerning 
the ZAE Glycollector SR 300G Glycol Collection Unit or the occur- 
rence of an event of termination with respect to such lease; 
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k) That the Licence shall further provide that the Region shall receive the 
right, within such Lease, to take over and assume all rights of the 
Licensee under such lease in the event of default occurring on the part 
of Glanford Aviation Services Ltd., provided, however, that nothing 
shall require the Region to be liable for any unpaid amounts prior to 
such event; 


1) That the Airport General Manager be, and the same is, hereby 
authorized and directed to execute the aforesaid Licence for and on 
behalf of the Region, and to affix the corporate seal thereto. 


(Merling/Agostino) 

a) That Sub-section (a) be amended by deleting the words, "Regional 
Corporation", and replacing in lieu thereof the words, "Regional 
Municipality of Hamilton-Wentworth'; 


b) That Sub-section (1) be amended by deleting the words, "Airport 
General Manager", and replacing in lieu thereof the words, "Regional 
Chairman and Regional Clerk". Amendment CARRIED. 

CARRIED as amended. 


(Councillor H. Merling and J. Monaco indicated that they wished to be 
recorded as being opposed to this item.) 


3.3. Canadian Warplane Heritage Museum Renewal Project (AIR 94-005) 

3.4 Canadian Warplane Heritage Museum (ECO 94-014) 
On motion (Wade/Merling) the Board moved In Camera. CARRIED. 
On motion (Agostino/Merling) the Board reconvened in Open Session. CARRIED. 


| (Merling/Agostino) 


That for the replacement of the Canadian Warplane Heritage Museum, Lot 
C-13 is not negotiable at this time. 


(Wade/Whynott) 

That the main motion be tabled and referred to a special meeting of the 

Hamilton Region Airport Management Board to deal with this item. 
Amendment CARRIED. 
CARRIED as amended. 
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3.6 


Federal Infrastructure Renewal Programme 


(Wade/Skelton) 

That the Hamilton Region Airport Management Board supports the retention 
of the two projects included in Table 1 of the report entitled, "Canada - 
Ontario Infrastructure Works", being the Canadian Warplane Heritage 
Museum and the Runway Extension, and strongly recommends that they be 
considered. CARRIED (Attachment) 


(Councillor H. Merling indicated that he wished to be recorded as being 
OPPOSED to the dollar figure indicated for the Runway Extension.) 


Recommendations from the February 2, 1994 meeting of the Finance and 
Administration Sub-Committee 


a) 1994 Hamilton Airport Non-Subsidizable Current Budget (AIR 94-003) 


(Wade/Skelton) 

That the 1994 Hamilton Airport Non-Subsidizable Current Budget in 

the net levy amount of $99,300 be approved and forwarded to the 

Committee of the Whole for inclusion in the overall Operation Budget. 
CARRIED. 


b) 1994 Hamilton Airport Preliminary Operation and Maintenance 
Budget (AIR 94-004) 


(Wade/Skelton) 
i) That the 1994 Hamilton Airport Preliminary Operation and 
Maintenance Budget (Transport Canada) be received; 


il) That airport staff continue budget deliberations with Transport 
Canada staff in order to finalize the airport's 1994 subsidy 
requirement. CARRIED. 
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C) 1994-1998 Non-Subsidized Capital Budget - Hamilton Airport 
(AIR 94-006) 
(Wade/Skelton) 
That the 1994-1998 Non-Subsidized Capital Budget for Hamilton 
Airport be approved and forwarded to the Committee of the Whole 
for inclusion in the overall Capital Budget. CARRIED. 

Note: Budget distributed under separate cover to members of the Airport 
Management Board. Additional copies will be provided upon request 
to the Regional Clerk's Office. 

NEW BUSINESS #1 
Strategic Planning Retreat 
The Board agreed to meet on Saturday, March S, 1994 at 9:30 a.m. for the 


purpose of a strategic planning retreat. The location is to be advised. 


On motion (Boris/Wade) the Board adjourned at 11:00 a.m. CARRIED. 
Chairman 


Secretary 


/(t) (ii) 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 9:00 a.m. on Tuesday, February 
22, 1994 in the 15th Floor Committee Room, Regional Offices. 


Present: Chairman K. Gregg 
Vice Chairman O. Boris 
Councillors D. Agostino, G. Etherington, H. Merling, 
R. Wade, D. Wilson; L. Culver, J. Monaco, J. Skelton 


Absent with regrets: Regional Chairman R. J. Whynott - Regional Business 
J. Mongeon - Vacation 


Also present: Councillors B. Charters, T. Jackson, F. MacIntyre 
Messrs. S. L. Kincaid, W. M. Carson, B. MacSween 
J. Fudge, N. Catalano; Mmes. J. Furlani, S. Renshaw, 
C. Biggs 

if GENERAL 


a) Declaration of Interest re: Municipal Conflict of Interest: None 


Pa BUSINESS ITEM 
Zeal Canadian Warplane Heritage Museum Project (AIR 94-005(a)) 
The following motion was lifted from the table: 


That for the replacement of the CWHM, Lot C-13 is not negotiable at this 
time. 


The motion was DEFEATED on the following division: 


Yeas: Merling, Agostino 

Total Yeas: 2 

Nays: Wade, Etherington, Wilson, Skelton, Monaco, Culver, Gregg, 
Boris 

Total Nays: 8 


rn 
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(Wade/Etherington) 
That staff be authorized to negotiate a lease with Canadian Warplane 
Heritage Museum for the construction of a museum on Lot C-13. 


(Monaco/Skelton) 
That the lease be conditional on CWHM obtaining financing within a 
definitive term of two years, and that upon satisfaction of such condition, the 
present site location of CWHM be released for development. 
Amendment CARRIED. 
Motion as amended CARRIED. 


(Councillors D. Agostino and H. Merling indicated that they wished to be 
recorded as OPPOSED to the amendment and the main motion.) 


On motion (Merling/Agostino) the Board adjourned at 10:10 a.m. CARRIED. 


Chairman 


Secretary 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 February 24 
REPORT TO: Chairman and Members 
Hamilton Wentworth Region Airport Management Board 
FROM: Samuel L. Kincaid 
Airport General Manager 
SUBJECT: Sublease Renewal - United Parcel Service of Canada Ltd. 
(AIR 94-009) 
RECOMMENDATION: 
a) That the application by United Parcel Service of Canada Ltd. to renew their sublease 


number 143403 for the (OHPT) Ontario Hamilton Project Team building, consisting of 
197.6 square metres and 1,090 square metres of related parking area be approved, 
subject to the following: 


1) 


11) 


iii) 


iv) 


That a Supplemental Agreement be prepared amending United Parcel Service of 
Canada Ltd. current sublease no. 143403 to reflect an additional one year term, 
commencing March 1, 1994. . 


That the current rental rate of $82.12 per square metre per annum be charged for 
the OHPT building which consist of 197.6 square metres and that $2.03 per 
Square metre per annum be charged for 1,090 square metres of related parking 
area , plus a 10% administrative/maintenance fee, plus the 7% G.S.T., resulting 
in an annual rental rate of $21,703.42 to be paid in monthly instalments of 
$1,808.62, plus realty taxes commencing March 1, 1994 and subject to any future 
Transport Canada rental increases; 


That the monthly rent for the OHPT Building be credited to Office & Shop 
Space, Account No. 1-46007-343199, and the related parking area be credited to 
Land Rental Account No.  1-46006-343199, and that the monthly 
Administration/Maintenance fee be credited to Account No. 1-45137-343199; 


That the applicant be requested to provide the Region with a legal survey by a 
certified surveyor,depicting leased areas. 


- Page 2 - 


Vv) That the applicant be requested to provide the Region with the necessary 
Comprehensive and Liability Insurance, naming the Region and Transport Canada 
as co-insureds; 


V1) That a thirty-day termination clause be included in the one-year Supplemental 
Agreement for both parties; 


b) The Regional Chairman and Regional Clerk be authorized and directed to execute the 
Supplemental Agreement on behalf of the Region. 


ncaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our Finance Department that United Parcel Service consistently pay 
their rent promptly and correctly. | 


BACKGROUND: 


The Airport Administration office is in receipt of a letter from United Parcel Service Canada 
Ltd. requesting a one year renewal of their current sublease number 140197. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
Bob Zolaturiuk, Supervisor of Insurance 
Brian McMullen, Supervisor, General Revenues 


r3 
b 


4 A 

SSULTON Aimeanr 
Tarn ww Roa corm 

ra LA 


2 Pad). 


, 
aaa 


February 22, 1994 


Ms. Mirella Thompson 
Airport Administration 
Regional Municipality of Hamilton-Wentworth 


P. 0. Box 69 3 ee aa 
Hamilton Airport eee | r 
Mount Hope, Ontario Canada LOR1WO Lae i 


Dear Ms. Thompson: 


Pursuant to our telephone conversation on February 21, 1994, this 
letter will serve as the request of United Parcel Service to 
extend our Sublease 140197 for an additional year. 


It is our understanding the property rental rates are currently 
under review and you are uncertain as to what the new rate will 
be. Also, we understand that the property is scheduled for a 
survey which will be paid for by the tenant. As soon as you are 
aware of any changes, please let me know at your earliest 
convenience. 


I have enclosed a business card for easy reference. 
ris Bearden 


CB:ac 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 February 25 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT February 25, 1994 


fate 


-G.W. Lawson 


BACKGROUND: 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of February 25, 1994. 


The total accounts receivable for the Airport is $105,666.64 of which $9,704.27 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


No new accounts have been added since the previous report of January 27, 1994. One of 
the accounts in that report has been settled. In addition to the accounts on Appendix "A", 
there are 23 accounts under $100 outstanding over 90 days with a credit balance of 
$1,234.12. 
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Minister of Transport 


February 4, 1994 


Mr. R.J. (Reg) Whynott 

Chairman 

The Regional Municipality of 
Hamilton-Wentworth 

PO. boxe LO 

Hamilton, Ontario 

L8N 3V9 


Dear Mr. Whynott: 


Thank you for your letter of November 8, 1993, informing me of 
the Regional Council of Hamilton-Wentworth's recommendations 
concerning the privatization of the terminals and runways at 
Lester B. Pearson International Airport (LBPIA). Please excuse 
the delay in responding. 


As you no doubt are aware, the Right Honourable Jean Chrétien 
announced on December 3, 1993, that “the Government of Canada 
will cancel the contract for the privatization of Terminals 1 and 
2 at Lester B. Pearson International Airport in Toronto." The 
government was guided in its decision by Mr. Robert Nixon's 
review of the privatization proposal. Mr. Nixon concluded in his 
report that, "to leave in place an inadequate contract, arrived 
at with such a flawed process and under shadow of possible 
political manipulation, is unacceptable..." and recommended that 
the contract be cancelled. The Prime Minister accepted this 
recommendation and made public Mr. Nixon's full report. 


With respect to your other concerns, the government will be 
considering, over the next several months, LBPIA's future needs, 
including the runway expansion proposals, its management 
structure and development requirements. This review will also 
examine options with respect to other airports in Southern 
Ontario. 


I trust that the foregoing is to your satisfaction. Thank you 
for taking the time to outline your concerns. 


Cac. The Right Honourable Jean Chrétien, P.C., M.P. 


Ottawa, Canada K1A ONS 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 February 28 
080-001. 1 
REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 
FROM: Samuel L. Kincaid 
Airport General Manager 
SUBJECT: 1994 Air Show Agreement (AIR 94-010) 
RECOMMENDATION: 
a) That the application of The Hamilton International Air Show Foundation (the 


"Applicant"), to stage an air show at Hamilton Airport June 18 and 19, 1994 (the "Air 
Show") and from June 6 to 24 for setting up and dismantling the Air Show or until the 
Applicant leaves the Airport whichever is later be approved, provided: 


i) 


ii) 


That the Applicant enter into an agreement with the Regional Municipality of 
Hamilton-Wentworth (the "Region"), in a form satisfactory to the Commissioner 
of Legal Services, setting forth the terms and conditions governing the Air Show 
covering such items as Liability Insurance, clean up, etc.; 


That the Applicant shall, at all times, indemnify and save harmless the Region, 
Transport Canada, The Corporation of the Township of Glanbrook, the 
Corporation of the Town of Ancaster and The Corporation of the City of 
Hamilton from and against all actions, causes of action, charges, damages, 
interest, claims, costs demands, expenses or loss which the aforementioned 
persons may bear, suffer or be put to by reason of any damage to or loss of 
property or injury or death to persons caused by or arising out of or related to the 
holding of the Air Show including any postponements thereof arising out of the 
Agreement which indemnification shall exclude liability on the part of the 
members of the Board of Directors of the Applicant and the employees of the 
Applicant excepting liability and responsibility for directors’ negligence to the 
extent as would be covered under: 


ili) 


iv) 


v) 


V1) 


9 }= 


(1) the Applicant’s Airmeet Liability Insurance Policy; 
(2) the Applicant’s Commercial General Liability Policy; and 
(3) the Applicant’s directors and officers liability insurance policy. 


That the Applicant shall provide and maintain for the protection of itself, the 
Region, Transport Canada, the Corporation of the City of Hamilton, the 
Corporation of the Town of Ancaster and the Corporation of the Township of 
Glanbrook, an Airmeet Liability Insurance policy from an insurer, acceptable to 
the Region and licensed to do business in Ontario, naming The Regional 
Municipality of Hamilton-Wentworth and the other persons named in this 
paragraph, which shall include their employees and all volunteers involved in the 
Air Show, as insureds therein, to cover claims for public liability for death, 
personal injury, and property damage and loss, arising from the holding of the 
Air Show or arising from this Agreement, including but not limited to Non- 
Owned Automobile Liability Insurance, with coverage of not less than TWELVE 
MILLION DOLLARS IN CANADIAN CURRENCY ($12,000,000.00 Canadian) 
for each occurrence, with the exception of pyrotechnics liability coverage and 
non-owned aircraft liability coverage. Such Airmeet Liability Insurance Policy 
shall be enforced before, during and after the Air Show commencing at 12:01 
a.m. June 13th, 1994, until and including 11:59 p.m. June 22nd, 1994, or until 
the Applicant vacates the Airport, whichever is the later; 


That such Airmeet Liability Insurance Policy shall also include pyrotechnic 
liability coverage relating to the Airshow and any promotional events preceding 
the Air Show. The Applicant represents to the Region that it has coverage 
available under such Airmeet Liability Insurance policy for the holding of such 
pyrotechnic display is ONE MILLION DOLLARS IN UNITED STATES 
CURRENCY ($1,000,000.00 U.S.).. Such Commercial General Liability 
Insurance Policy shall be in full force before, during and after the Air Show 
commencing at 12:01 a.m. June 6th, 1994, until and including 11:59 p.m. June 
24, 1994, or until the Applicant vacates the Airport whichever is the later; 


That the Applicant provide an endorsement for non-owned aircraft liability having 
a limit of not less than ONE MILLION DOLLARS CANADIAN CURRENCY 
($1,000,000.00 Canadian) for each occurrence, including passengers; and further, 
that the applicant shall ensure that each such participant shall fully comply with 
all conditions of such endorsement; 


That the Applicant shall also provide and maintain, at its own expense, a 
Commercial General Liability insurance policy in an amount of not less than 
FIVE MILLION DOLLARS IN CANADIAN CURRENCY ($5,000,000.00 


b) 


Vil) 


viii) 


1x) 


x) 


X1) 


eae 


Canadian), in order to supplement the aforementioned Airmeet Liability Insurance 
policy, in particular, for activities relating to (but not limited to) non-owned 
automobile liability coverage, parking and sale of food, beverages and souvenirs. 
Such policy shall specifically include products liability coverage; 


That the Applicant shall also provide and maintain, at its expense, a Directors’ 
and Officers’ Liability Insurance Policy with coverage having a limit of not less 
than ONE MILLION DOLLARS IN CANADIAN CURRENCY ($1,000,000.00 
Canadian) per claim which coverage shall be in full force during and after the Air 
Show commencing 12:01 a.m. June 6th, 1994, until and including 11:59 p.m. 
June 24th, 1994, or until the Applicant vacates the Airport whichever is the later; 


That the Applicant be responsible for all costs and expenses of any kind 
whatsoever related to the Air Show and its compliance with this Agreement 
excepting such amounts as may be provided by the Region as grants with respect 
to Police traffic costs, H.S.R. subsidy for shuttle-link and dumping fees provided 
same are approved by Regional Council. 


That the Applicant agrees not to do or omit to do anything that might breach the 
terms or conditions of the insurance policies referred to above; 


That the Applicant be required to give the Airport General Manager at least ten 
days’ notice for any advance promotional events provided that no such event can 
be held unless the Applicant has the prior written approval of the Airport General 
Manager and unless the Applicant has provided the Airport General Manager 
satisfactory proof that the proper insurance for the event is in place; 


That the Applicant provide the Airport General Manager with proof of such 
insurance policies in the form of a certificate of insurance no later than the Ist 
day of June, 1994 for approval except insurance policies and certificates with 
respect to participants’ Public Liability Insurance which shall be submitted by the 
Applicant to the Airport General Manager by no later than 12:00 noon June 10th, 
1994, for approval; 


That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the agreement on behalf of the Region in a form satisfactory to the Commissioner of 
Legal Services and Airport General Manager. 


™ 
€ ‘ Ss 


Sc. 


S.L. Kincaid, Airport General Manager 
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FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
N/A 
BACKGROUND: 


The Region has been requested by The Hamilton International Air Show Foundation requesting 
permission from the Board to hold their Annual World Class Event which will be held June 18 
and 19, 1994. 


An Agreement between the Regional Municipality of Hamilton-Wentworth and The Hamilton 
International Air Show Foundation will be prepared by the Legal Services Department 
authorizing the applicant to use Hamilton Airport for setting up, hold and dismantling the Air 
Show from June 6 to 24, 1994 as has been done each year. 


A. DIRECTORS’ LIABILITY 


With respect to Directors’ and Officers’ Insurance Liability, the Agreement remains structured 
in the same fashion as achieved during last year’s negotiations and finalization of the Operating 
Agreement for 1993. 


It is important to note that, as part of the compromise achieved last year, the Region has agreed 
to limit any claims for directors’ negligence to the extent as would be covered by the Directors’ 
and Officers’ Insurance Liability Policy which is in the amount of ONE MILLION DOLLARS 
CANADIAN ($1,000,000.00 Canadian). Accordingly, the same arrangement applies this year 
as was the case last year. 


B. STANDARD INSURANCE 


The Applicant must provide and maintain a policy of liability insurance from an insurer to cover 
all claims for public liability of death, personal injury, or property damage, arising from the 
holding of the Air Show with coverage of not less than TWELVE MILLION DOLLARS 
($12,000,000.00) CANADIAN FUNDS for each occurrence. 


GC. PARTICIPANTS 


That Applicant shall also ensure that each participant in the Air Show during the Air Show has 
a public liability insurance policy insuring against personal injury, death, and property damage, 
in the amount not less than ONE MILLION DOLLARS ($1,000,000) for each occurrence and 
shall provide the Airport General Manager with proof of such insurance policies in the form of 
a certificate of insurance no later than the 10th day of June, 1994 for approval. 


D. PYROTECHNICS 


With respect to pyrotechnics coverage, the same working achieved with respect to last year’s 
agreement has been maintained and coverage in the amount of ONE MILLION DOLLARS IN 
UNITED STATES CURRENCY ($1,000,000.00 U.S.) is provided for with respect to 
pyrotechnic liability coverage relating to the Air Show and any promotional events preceding the 
Air Show. 


E. SUBMISSION OF POLICIES 


If the Applicant fails to submit the policies, or fails to obtain the Region’s approval for the 
policies, the Region in its sole discretion, shall be at liberty to revoke approval of the holding 
of the Air Show in whole or in part without recourse or claim by The Hamilton International 
Air Show Foundation or by anyone else claiming to be affected thereby. 


F. WRITTEN PLANS AND ARRANGEMENTS 


The Applicant must provide the Airport General Manager, at least four weeks in advance of the 
Air Show, written plans and arrangements for the Air Show to be approved by the Airport 
General Manager, setting out the Air Show activities, and its operations plans before, during and 
after the Air Show, including its safety, emergency, disaster control and security plans for the 
Air Show and its measures to minimize interference without disruption of the Airport’s tenants 
and Airport users before, during and after the Air Show. 


The Applicant should, at all times, keep the Airport General Manager fully informed of the 
Applicant’s plans for the Air Show and of the operation and status of the Air Show and shall 
notify him immediately of any proposed changes and plans for the Air Show which changes shall 
not be effective until the approval of the Airport General Manager has been provided. 


Gr ADVANCE PROMOTIONAL EVENTS 


The Hamilton International Air Show Foundation is required to give the Airport General 
Manager at least ten days’ notice for any advance promotional events provided that no such 
event can be held unless the Hamilton International Air Show Foundation has the prior written 
approval of the Airport General Manager and unless the Hamilton International Air Show 
Foundation has provided to the Airport General Manager satisfactory proof that the proper 
insurance for the event is in place. 


H. LIST OF AIRCRAFT 


The Applicant must provide directly to the Airport General Manager, by no later than June 1, 
1994, acomplete list of all aircraft and their owners which The Hamilton International Air Show 
Foundation has invited to attend at or participate in the said Air Show together with the 
insurance policies and certificates evidencing the Public Liability Insurance required with respect 


e6s 


to participants, and shall update the list as required for all aircraft and owners attending or 
participating in the Air Show which update shall contemporaneously include the corresponding 
insurance policies and certificates. As required by the policies of Transport Canada, owners of 
aircraft not so listed will be charged aircraft parking fees by the Region. 


I. ASSISTANCE 


We wiill assist the Air Show organization using airport maintenance staff if it does not entail 
overtime. Any ERS (Emergency Response Services) or maintenance staff overtime must be paid 
for by The Hamilton International Air Show. 


J. CANCELLATION 


If the Applicant fails to comply with this agreement or with the conditions contained in this 
agreement, including the time requirements set out herein, including the approvals required from 
the Airport General Manager, then the Airport General Manager, on behalf of the Region may 
immediately, upon written notice to The Hamilton International Air Show Foundation revoke the 
Region’s approval for the holding of the Air Show, without recourse or claim by The Hamilton 
International Air Show Foundation for any damages resulting therefrom, nor by anyone else 
claiming to be affected thereby having regard to some of the problems that were encountered 
at the 1993 Air Show which were outlined by way of correspondence from the Airport General 
Manager to the representatives of the Air Show Foundation in the event problems of this nature 
are encountered once again this year, there may be a possibility of cancellation where the 
circumstances justify such cancellation having regard to matters of public safety and airport 
security. 


Ce: J. Fudge, Assistant Corporate Counsel 
B. Zolaturiuk, Supervisor of Insurance 
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AGENDA 
DATE: Thursday, April 14, 1994 
TIME: 8:30 o'clock a.m. 
PLACE: Hamilton Airport Terminal Building 
Jt GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the March 10, 1994 meeting of the Hamilton Region Airport 
Management Board 


p25 CONSENT AGENDA 
el Canadian Corps of Commissionaires - Contract Renewal (AIR 94-020) 


a) That the Canadian Corps of Commissionaires contract be extended to 
supply security services at Hamilton Airport; 


b) That the Airport General Manager be authorized and directed to issue 
a requisition for a purchase order to the Canadian Corps of 
Commissionaires to provide security services for Hamilton Airport for 
the period of April 1, 1994 to March 31, 1995 in accordance with the 
Supply and Services Canada National Master Standing Offer - 
Commissionaire Services, at a cost of approximately $185,075.52 (PST 
included and GST extra), to be paid in bi-weekly instalments, and 
charged to Airport Commissionaires Account No. 1-56927-343100. 


IY De Lease Renewal of Equipment at Hamilton Airport from Transport Canada 
(AIR 94-015) 


That the Regional Chairman and Regional Clerk be authorized and directed 
to execute Lease No. T-2411 between the Region and Her Majesty the 
Queen, in Right of Canada represented by the Minister of Transport, to cover 
the use of various equipment pertaining to Canadian Airports Pass System, in 
consideration of the sum of One Dollar ($1.00). 


Hamilton Region Airport Agenda April 14, 1994 
Management Board 


Page Licence Agreement - Bay King Motors (1968) Ltd. (AIR 94-016) 


a) That the request by Bay King Motors (1968) Ltd. to secure parking 
spaces at Hamilton Airport for 125 vehicles be approved, subject to the 
following: 


i) That the Region enter into a Licence Agreement with Bay King 
Motors (1968) Ltd. for the purpose of parking a maximum of 
12S vehicles at the Airport for an undetermined length of time, 
as approved by the Airport Operations Manager; 


ii) That the rate be established at $10 per car per month, plus 7% 
GST, resulting in an annual amount of $16,050 to be paid in 
monthly instalments of $1,337.50; 


iii) | That all revenues received be credited to Recoverable Services 
Account No. 1-45027-343199; 


iv) That Bay King Motors (1968) Ltd. arrange for the necessary 
insurance on the motor vehicles and provide proof of coverage. 
Other insurance shall be delivered to the Airport as may be 
required by and be satisfactory to The Regional Municipality of 
Hamilton-Wentworth's Insurance Co-ordinator. At a minimum, 
Commercial General Liability Insurance shall be provided with 
a $2 million limit per occurrence, with the Region and 
Transport Canada as named insureds, together with Automobile 
Liability at $1 million per accident. Policies must include 
Notice of Cancellation requirement to the Region of not less 
than thirty (30) days; 


v) That in addition to the insurance requirements, Bay King 
Motors (1968) Ltd. agrees to accept all responsibility for the 
vehicles and confirms that neither the Region nor any of the 
Airport administration staff or management shall be responsible 
for any damages, vandalism, loss or other harm occasioned in 
any manner whatsoever to the vehicles while situated at the 
Airport. Furthermore, nothing shall obligate the Region to 
supervise the vehicles or provide for their care while situated on 
the Airport; 


Hamilton Region Airport Agenda . April 14, 1994 


Management Board 


b) 


vi) | That Bay King Motors (1968) Ltd. agrees to indemnify and save 
harmless the Region, Airport Administration and Airport staff 
from any and all claims and liability arising in consequence of 
this permission and the parking of vehicles by Bay King Motors 
(1968) Ltd. at the Airport and the presence of such vehicles at 
the Airport; 


vii) That no vehicle servicing, repairs or other work shall be 
performed without the Operation Manager's consent; 


viii) That the Region may terminate this permission with or without 
cause at any time on not less than three (3) days written notice; 


ix) That notification be sent to the Operations Manager for each 
shipment of cars to the Airport for storage; 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Licence Agreement on behalf of the Region. 


2.4 For the Information of the Board: 


That the following items be received: 


a) 


b) 


c) 
d) 


Minutes of the March 30, 1994 meeting of the Transport Canada 
Negotiations Sub-Committee 


Minutes of the March 30, 1994 meeting of the Marketing Sub- 
Committee 


Airport Accounts Receivable Over 90 Days as at March 30, 1994 
Correspondence from Mr. B. Cameron, CBC Evening News, in 


response to correspondence forwarded from the Airport General 
Manager 


Sp DISCUSSION AGENDA 


3.1 Bilateral Air Agreement Talks (AIR 94-021) 


a) 


That the position of the Association of Canadian Airport Communities 
(ACAC) and the United States Airports for Better International Air 
Service (USA-BIAS) with regard to the resumption of Bilateral Air 
Agreement talks, be supported; 


Hamilton Region Airport Agenda | April 14, 1994 
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b) That a letter indicating this support be sent to the Minister of 
Transport, the Honourable Douglas Young, and to the Secretary of the 
U. S. Department of Transportation, Mr. Federico Pena. 


3.2 Strategic Plan for Hamilton Airport 
(See Information Item 2.3(a)) 


a) That the Terms of Reference attached to the Minutes of the Transport 
Canada Negotiations Sub-Committee meeting of March 30, 1994 with 
respect to the Strategic Plan for Hamilton Airport be approved, and 
the Airport General Manager be authorized and directed to invite 
proposals from firms that have been pre-qualified; 

b) That responsibility for the Strategic Plan be left with the Transport 
Canada Negotiations Sub-Committee, who will report regularly to the 
Airport Management Board. 


Bh) Discussion of Consent Items 


4. IN CAMERA ITEMS 
4.1 _—_ Litigation Matter (LS 94-019) 


a ADJOURNMENT 


/(t) 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, March 10, 
1994 in the Hamilton Airport Terminal Building. 


Present: Chairman K. Gregg 
Vice Chairman O. Boris 
Regional Chairman R. J. Whynott; Councillors R. Wade, 
G. Etherington; J. Monaco, J. Skelton 


Absent with regrets: Councillors D. Agostino, H. Merling, D. Wilson 
L. Culver - Another Commitment 
J. Mongeon 

Also present: Messrs. S. L. Kincaid, B. MacSween, J. Fudge; 


Mmes. J. Furlani, S. Renshaw, C. Biggs 


il GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest: None 


b) i) Minutes of the February 10, 1994 meeting of the Hamilton Region 
Airport Management Board 


il) Minutes of the February 22, 1994 meeting of the Hamilton Region 
Airport Management Board 


(Wade/Etherington) 
Be received and adopted as presented. CARRIED. 


aN CONSENT AGENDA 


(Skelton/Whynott) 
Zui. Sublease Renewal - United Parcel Service of Canada Ltd. (AIR 94-009) 


a) That the application by United Parcel Service of Canada Ltd. to renew 
their sublease No. 143403 for the Ontario Hamilton Project Team 
building (OHPT), consisting of 197.6 square metres and 1,090 square 
metres of related parking area, be approved, subject to the following: 


1) That a Supplemental Agreement be prepared amending United 
Parcel Service of Canada Ltd. current sublease No. 143403 to 
reflect an additional one-year term, commencing March 1, 1994; 


Hamilton Region Airport Minutes March 10, 1994 
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ii) That the current rental rate of $82.12 per square metre per 
annum be charged for the OHPT building, which consists of 
197.6 square metres, and that $2.03 per square metre per 
annum be charged for 1,090 square metres of related parking 
area, plus a 10% administrative/maintenance fee, plus 7% 
GST, resulting in an annual rental rate of $21,703.42, to be paid 
in monthly instalments of $1,808.62, plus realty taxes, 
commencing March 1, 1994 and subject to any further 
Transport Canada rental increases; 


iii) | That the monthly rent for the OHPT Building be credited to 
Office and Shop Space, Account No. 1-46007-343199, and the 
related parking area be credited to Land Rental Account No. 
1-46006-343199, and that the monthly Administration/ 
Maintenance fee be credited to Account No. 1-45137-343199; 


iv) | That the applicant be requested to provide the Region with a 
legal survey by a certified surveyor, depicting leased areas; 


v) That the applicant be requested to provide the Region with the 
necessary Comprehensive Liability Insurance, naming the 
Region and Transport Canada as co-insureds; 


vi) | That a thirty-day termination clause be included in the one-year 
Supplemental Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region. 
2.2 ‘For the Information of the Board: 
That the following items be received: 
a) Airport Accounts Receivable Over 90 Days as at February 25, 1994 
b) Correspondence dated February 4, 1994 from Douglas Young, Minister 


of Transport, respecting privatization of the terminals and runways at 
Lester B. Pearson International Airport 
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3: DISCUSSION AGENDA 
3.1 1994 Air Show Agreement (AIR 94-010) 


(Wade/Monaco) ; 

a) That the application of The Hamilton International Air Show 
Foundation (the "Applicant") to stage an air show at Hamilton Airport 
on June 18 and 19, 1994 (the "Air Show") and from June 6 to 24 for 
setting up and dismantling the Air Show, or until the Applicant leaves 
the Airport, whichever is later, be approved, provided: 


i) That the Applicant enter into an agreement with the Regional 
Municipality of Hamilton-Wentworth (the "Region"), in a form 
satisfactory to the Commissioner of Legal Services, setting forth 
the terms and conditions governing the Air Show covering such 
items as liability insurance, clean up, etc.; 


il) That the Applicant shall, at all times, indemnify and save 
harmless the Region, Transport Canada, The Corporation of 
the Township of Glanbrook, the Corporation of the Town of 
Ancaster and The Corporation of the City of Hamilton from 
and against all actions, causes of action, charges, damages, 
interest, claims, costs, demands, expenses or loss which the 
aforementioned persons may bear, suffer or be put to by reason 
of any damage to or loss of property or injury or death to 
persons caused by or arising out of or related to the holding of 
the Air Show, including any postponements thereof arising out 
of the Agreement, which indemnification shall exclude liability 
on the part of the members of the Board of Directors of the 
Applicant and the employees of the Applicant excepting liability 
and responsibility for directors’ negligence to the extent as 
would be covered under: 


aa) the Applicant's Airmeet Liability Insurance Policy; 

bb) the Applicant's Commercial General Liability Policy; 
and, 

cc) the Applicant's Directors’ and Officers’ Liability 
Insurance Policy; 


Hamilton Region Airport 
Management Board 


iii) 


iv) 


Minutes March 10, 1994 


That the Applicant shall provide and maintain for the 
protection of itself, the Region, Transport Canada, The 
Corporation of the City of Hamilton, the Corporation of the 
Town of Ancaster and the Corporation of the Township of 
Glanbrook, an Airmeet Liability Insurance Policy from an 
insurer, acceptable to the Region and licensed to do business in 
Ontario, naming The Regional Municipality of Hamilton- 
Wentworth and the other persons named in this paragraph, 
which shall include their employees and all volunteers involved 
in the Air Show, as insureds therein, to cover claims for public 
liability for death, personal injury and property damage and loss 
arising from the holding of the Air Show or arising from this 
Agreement, including but not limited to Non-Owned 
Automobile Liability Insurance, with coverage of not less than 
TWELVE MILLION DOLLARS IN CANADIAN 
CURRENCY ($12,000,000 Canadian) for each occurrence, with 
the exception of pyrotechnics liability coverage and non-owned 
aircraft liability coverage. Such Airmeet Liability Insurance 
Policy shall be enforced before, during and after the Air Show, 
commencing at 12:01 a.m. on June 13, 1994 until and including 
11:59 p.m. on June 22, 1994, or until the Applicant vacates the 
Airport, whichever is the later; 


That such Airmeet Liability Insurance Policy shall also include 
pyrotechnic liability coverage relating to the Air Show and any 
promotional events preceding the Air Show. The Applicant 
represents to the Region that it has coverage available under 
such Airmeet Liability Insurance Policy for the holding of such 
pyrotechnic display in the amount of ONE MILLION 
DOLLARS IN UNITED STATES CURRENCY ($1,000,000 
U.S.). Such Commercial General Liability Insurance Policy 
shall be in full force before, during and after the Air Show, 
commencing at 12:01 a.m. on June 6, 1994, until and including 
11:59 p.m. on June 24, 1994, or until the Applicant vacates the 
Airport, whichever is the later; 


Hamilton Region Airport 
Management Board 


v) 


vi) 


vii) 


viii) 


Ix) 


Minutes March 10, 1994 


That the Applicant provide an endorsement for non-owned 
aircraft liability having a limit of not less ONE MILLION 
DOLLARS IN CANADIAN CURRENCY ($1,000,000 
Canadian) for each occurrence, including passengers; and 
further, that the Applicant shall ensure that each such 
participant shall fully comply with all conditions of such 
endorsement; 


That the Applicant shall also provide and maintain, at its own 
expense, a Commercial General Liability insurance policy in an 
amount of not less than FIVE MILLION DOLLARS IN 
CANADIAN CURRENCY ($5,000,000 Canadian) in order to 
supplement the aforementioned Airmeet Liability Insurance 
policy, in particular, for activities relating to (but not limited to) 
non-owned automobile liability coverage, parking and sale of 
food, beverages and souvenirs. Such policy shall specifically 
include products liability coverage; 


That the Applicant shall also provide and maintain, at its 
expense, a Directors’ and Officers' Liability Insurance Policy 
with coverage having a limit of not less than ONE MILLION 
DOLLARS IN CANADIAN CURRENCY ($1,000,000 
Canadian) per claim, which coverage shall be in full force 
during and after the Air Show, commencing 12:01 a.m. on June 
6, 1994, until and including 11:59 p.m. on June 24, 1994, or until 
the Applicant vacates the Airport, whichever is the later; 


That the Applicant be responsible for all costs and expenses of 
any kind whatsoever related to the Air Show and its compliance 
with this Agreement, excepting such amounts as may be 
provided by the Region as grants with respect to Police traffic 
costs, Hamilton Street Railway subsidy for shuttle-link and 
dumping fees, provided the same are approved by Regional 
Council; 


That the Applicant agrees not to do or omit to do anything that 
might breach the terms or conditions of the insurance policies 
referred to above; 
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x) That the Applicant be required to give the Airport General 
Manager at least ten days’ notice for any advance promotional 
events provided that no such event can be held unless the 
Applicant has the prior written approval of the Airport General 
Manager and unless the Applicant has provided the Airport 
General Manager satisfactory proof that the proper insurance 
for the event is in place; 


xi) | That the Applicant provide the Airport General Manager with 
proof of such insurance polices in the form of a Certificate of 
Insurance no later than the 1st day of June, 1994, for approval, 
except insurance policies and certificates with respect to 
participants’ Public Liability Insurance, which shall be submitted 
by the Applicant to the Airport General Manager by no later 
than 12:00 noon on June 10, 1994, for approval; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Agreement on behalf of the Region, in a form 
Satisfactory to the Commissioner of Legal Services and the Airport 
General Manager. CARRIED. 


S14 Discussion of Consent Items 
N/A. 
NEW BUSINESS #1 


Correspondence from George Davies, Deputy Minister of Transportation 


(Boris/Whynott) 

That the correspondence dated February 22, 1994 from George Davies, 
Deputy Minister of Transportation, to the Regional Chairman, respecting the 
extension of Runway 12L/30R and construction of the new Highway 6, be 
received. CARRIED. 
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NEW BUSINESS #2 


Special Occasion Permit - Hamilton International Air Show (AIR 94-011) 


(Wade/Monaco) 


a) 


b) 


That the Regional Municipality of Hamilton-Wentworth support the 
application for a Special Occasion Permit for liquor during the 
Volunteer Appreciation Night and the Hamilton Air Show on June 17, 


18 and 19, 1994 as per letter dated March 4, 1994 from Matt Yardley, 


Director of Distribution, The Hamilton International Air Show 
Foundation; 


That a copy of Regional Council's resolution on the above-mentioned 
be forwarded to Mr. M. Yardley, Director of Distribution, The 
Hamilton International Air Show Foundation. CARRIED. 


NEW BUSINESS #3 


Sublease Terminations (AIR 94-009) 


(Skelton/Whynott) 


a) 


b) 


That the following month-to-month tenancies be terminated on not less 
than thirty (30) days written notice to the tenant specified below all in 
accordance with the Landlord and Tenant Act: 


Name of Tenant Sublease No. 
Canadian Warplane Heritage Inc. 136451 
Canadian Warplane Heritage Inc. 136609 
Hamilton Fire Fighters Drum Corp. Inc. 136453 
International Vintage Aircraft 141106 


That the Airport General Manager be, and the same is, hereby 
authorized and directed to execute and deliver all such necessary 
notices and other documentation in order to implement the above 
notices of termination. CARRIED. 
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NEW BUSINESS #4 
CBC Evening News Show - Monday, March 7, 1994 


(Wade/Boris) 

That the Airport General Manager be authorized and directed to write to the 
Canadian Broadcasting Corporation to correct inaccuracies and inconsistencies 
in their Evening News Show, March 7, 1994, concerning Hamilton Airport. 


(Wade/Boris) 
That the following be added a Sub-section (b): 


"b) That in addition to the President of CBC, the correspondence be 
forwarded to the Area M.P.'s and M.P.P.’s, all members of Regional 
Council, the Editor of the Hamilton Spectator, and CHCH-TV." 

Amendment CARRIED. 
Motion as amended CARRIED. 


NEW BUSINESS #5 


Air Transport Association of Canada (ATAC) Paper entitled, "The Need for 
Runway Expansion at Lester B. Pearson International Airport: A Review of 
the Facts" (AIR 94-013) 


(Etherington /Whynott) 

a) That the Air Transport Association of Canada (ATAC) paper entitled, 
"The Need for Runway Expansion at Lester B. Pearson International 
Airport: A Review of the Facts", be received for information; 


b) That the Chairman dispatch a letter to the President of ATAC 
correcting the misinformation about Hamilton Airport included in the 


ATAC paper; 
c) That copies of the letter be sent to senior elected representatives and 
officials at the Federal and Provincial levels. CARRIED. 
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NEW BUSINESS #6 
Hamilton Airport Strategic Planning Process (AIR 94-012) 


(Whynott/Wade) 

a) That the Airport General Manager be authorized and directed to 
proceed with a strategic planning process, in conjunction with the 
Ministry of Transportation, addressing the following issues: 


i) Runway Extension - the need to extend Runway 12L/30R from 
8,000 feet to 9,500; 


ii) Road Access - the need for Highway 6 (New); 

iii) | Cargo/Courier Service - continue to focus on these services; 
iv) | Scheduled Service - improving on passenger scheduled services; 
v) Charter Service - focus on passenger charter services; 


vi) General Aviation Business - maximize business and 
accommodate new business; 


vii) | Local Airport Authority (LAA) - investigating the possibility of 
moving toward an LAA; 


b) That the extension of Runway 12L/30R to 9,500 feet be included as 
Phase I in the Hamilton Airport Strategic Plan; 


c) That the Airport General Manager and appropriate staff be authorized 
and directed to prepare a comprehensive submission on the extension 
of Runway 12L/30R for Transport Canada. 


(Wade/Whynott) 
That the following be added as Sub-section (d): 


"d) | That the Transport Canada Negotiations Sub-Committee be requested 
to investigate what procedures are to be followed to move toward a 

Local Airport Authority." Amendment CARRIED. 
Motion as amended CARRIED. 
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On motion (Wade/Monaco) the Board adjourned at 9:40 a.m. CARRIED. 


Chairman 


Secretary 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 March 31 
050-004.5 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Canadian Corps of Commissionaires - Contract Renewal 
AIR 94-020 
RECOMMENDATION: 
a) That the Canadian Corps of Commissionaires contract be extended to supply security 


services at Hamilton Airport. 


b) That the Airport General Manager be authorized and directed to issue a requisition for 
a purchase order to the Canadian Corps of Commissionaires to provide security services 
for Hamilton Airport for the period of April 1, 1994 to March 31, 1995 in accordance 
with the Supply and Services Canada National Master Standing Offer - Commissionaire 
Services, at a cost of approximately $185,075.52 (P.S.T. included and G.S.T. extra) to 
be paid in biweekly instalments and charged to Airport Commissionaires Account No. 
1-56927-343100. 


Ne 


S.L. Kincaid, Airport General Manager 
FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
We are in receipt of a National Master Standing Offer for the Fiscal Year 1994/95 regarding 


Commissionaire Services from Public Works and Government Services Canada, Science and 
Professional Services Section, Technical and Specialist Services Directorate. 


Ss 


The following are the rates established by Treasury Board for Hamilton Airport for the period 
of April 1, 1994 to March 31, 1995: 


REGULAR OVERTIME 
Unranked Commissionaire $ 9.98/hr $14.43/hr 
Staff Sergeant 11.83/hr 17.22/hr 


The above rates have not increased from the previous contract for the period of April 1, 1993 
to March 31, 1994. Funds have been allocated in the Airport’s 1994 Operation and Maintenance 
Budget (Transport Canada) for this service. 


Security Services are provided at Hamilton Airport on a 24 hour basis and approximately 336 
hours are exhausted per week. 


BACKGROUND: 


The Canadian Corps of Commissionaires provide security services to Hamilton Airport on the 
direction of Transport Canada. 


GEOGRAPHICAL COVERAGE 


This area covers all of the Commissionaire Services to be 
provided in Hamilton and vicinity. 


DIVISION 9 - HAMILTON 


AIRE GEOGRAPHIQUE 


La présente aire géographique englobe les services de 
commissionnaires fournis a Hamilton et ses environs. 


Member Corps Headquarters/Administration centrale du Corps 
Commandant: Lt Col. H.L. Wilcox, CO 


Telephone/Téléphone: (416) 522-7584 
Facsimile/Télécopieur: (416) 522-8011 


Mailing Address/Adresse postale 
No. 609 Imperial Bidg. N° 609 Edifice Impérial 


25 Hughson St South 25, rue Hughson sud 
Hamilton, Ontario Hamilton (Ontario) 
L8N 2A5 L8N 2A5 


Geographical Address/Adresse régionale 
No. 609 Imperial Bidg. N° 609 Edifice Impérial 


25 Hughson St South 25, rue Hughson sud 
Hamilton, Ontario Hamilton (Ontario) 
L8N 2A5 L8N 2A5 


FIRM ALL INCLUSIVE HOURLY BILLING RATES FOR 
UNRANKED COMMISSIONAIRES/TAUX HORAIRES 
FERMES TOUT COMPRIS A FACTURER POUR LES 
SERVICES DE COMMISSIONNAIRES NON GRADES 


Overtime/ 
Temps 
Supplémentaire 


Statutory Holidays 
Worked/Congé 
statutaire 
travaillé 


Hamilton Civic Airport/Aéroport civil de Hamilton 23.63 
Burlington, Kitchener [pe ee ae 
13.31 21.65 


LOCATION/ENDROIT 


FIRM ALL INCLUSIVE ADDITIONAL HOURLY BILLING 
RATES FOR RANKED COMMISSIONAIRES/TAUX 
HORAIRES. FERMES TOUT COMPRIS 
SUPPLEMENTAIRES A FACTURER POUR LES 
RANK/GRADE SERVICES DE COMMISSIONNAIRES GRADES 


Corporal/Caporal [ae ee 
Sergeant/Sergent 
Statf SergeanvSergent d'état major Ee ee eee 


OVERTIME 


Overtime rates will apply for any work in excess of 88 
hours in a 2 week period. 


STATUTORY HOLIDAYS 


Commissionaires are entitled to the following 8 paid 
Statutory Holidays: New Year's Day, Good Friday, Victoria 
Day, Canada Day, Labour Day, Thanksgiving, Christmas 
Day and Boxing Day. 


Regular rates will apply for these Statutory Holidays not 
worked. Should Commissionaire Services be required on 
any of these Statutory Holidays, the applicable Statutory 
Holidays Worked rate shall apply. 


Should Commissionaire Services be required to work on 
any other recognized Federal Government holiday, the 
applicable Regular rate shall apply. 


TEMPS SUPPLEMENTAIRE 


Les taux relatifs au temps supplémentaire s'appliqueront pour 
les heures de travail au-dela de 88 heures par période de 2 
semaines. 


CONGES STATUTAIRES 


Les commissionnaires ont droit aux 8 congés statutaires 
payés suivants : le Jour de I’An, le Vendredi Saint, la Féte de 
la Reine Victoria, la Féte du Canada, la Féte du Travail, le 
Jour de |'Action de Graces, Noéi et le lendemain de Noél. 


Les taux normaux s'appliqueront aux jours fériés légaux non 
travaillés. Si des services de commissionnaires sont requis 
au cours de l'un de ces congés, ils seront remunérés au taux 
s'appliquant aux congés statutaires. 


Les taux normaux s’appliqueront aux heures de travail 
effectuées au cours d'un autre congé officiel du 
gouvernement fédéral. 


I.E 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 March 21 


REPORT TO: Chairman and Members 
Hamilton Wentworth Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Lease Renewal of Equipment at Hamilton Airport from Transport Canada 
(AIR 94-015) 


RECOMMENDATION: 


That the Regional Chairman and Regional Clerk be authorized to execute Lease No. T-2411 
between the Region and her Majesty the Queen, in Right of Canada represented by the Minister 
of Transport to cover the use of various equipment pertaining to Canadian Airports Pass System 
in consideration of the sum of One Dollar ($1.00). 


< 
é : —_~" 
ys 


So Ss 
S. L. Kincaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


BACKGROUND: 


In accordance with Regional Council’s approval at its meeting of December 4, 1990 whereby 
the Region was authorized to execute Lease No. T-1676 between the Region and Her Majesty 
the Queen, in Right of Canada, as represented herein by the Minister of Transport to include 
various equipment used for the Canadian Airports Pass System, for a term commencing on the 
first day of October, one thousand nine hundred and eighty-eight, for the term or period of one 
(1) year and thereafter from year to year, but in no event exceeding five (5) years, we are 
currently in receipt of Lease No. T-2411 which supersedes Lease No. T-1676. 


- Page 2 - 


The term of this agreement is for one (1) year commencing on the first day of October, one 
thousand nine hundred and ninety-three and thereafter from year to year but in no event to 
exceed five (5) years. 


ole 


1 AIRE TERT 
Transport Transports 
Canada Canada 


£90B°FSnge stfeefoports 
Suite 300 

North York, Ontario 
M2N 6A5 


March 3, 1994 


The Regional Municipality of 
Hamilton-Wentworth 

Airport Management Office 

Suite 2206, Airport Terminal Building 

9300 Airport Road 

Mount Hope, Ontario 

LOR 1WO 


Dear Sir/Madam: 


RE: Lease No. T-2411 - equipment at Hamilton Airport 
Enclosed are the original copies of the above-noted agreement. 


Kindly have the documents executed by an authorized representative(s) of your company. Also, please initial 
each page where indicated. A certified copy of the company by-law or resolution authorizing the execution by 
the representative(s) on behalf of the company must be submitted with the document. NONETHELESS, 
BEFORE EXECUTING THE ENCLOSED DOCUMENTS, PLEASE REFER TO THE ENCLOSED 
PRINTED "REQUIREMENTS FOR SIGNATURE AND DESCRIPTION OF PARTIES OTHER THAN 
HER MAJESTY" TO ENSURE COMPLIANCE TO DEPARTMENTAL STANDARDS. 


When this has been completed, please return all copies to this office for Departmental execution, after which 
the first copy will be returned to you. 


If the document is to be executed in any manner other than the above, please furnish us with a copy of your 
company's by-law authorizing such execution. 


If there are questions relating to the terms and conditions of this agreement, please contact Mr. John Rehn at 


(416) 224-3138. 


Yours truly, 


algal C3 


Margare bley 
Superintendent, 

Lease Administration 
Commercial Development 


enc. 
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T-2411 


LEASE BAIL 


DEPT'L REFERENCE — REFERENCE DU MINISIERE 


FILE NO. — N° DU DOSS/ER 


aL5o—1—1'20 


oe gen 
HER MAJ 
THE QUEEN AND THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BAIL ENTRE, 
SA MAJESTE 
LA REINE ET 


DATE OF AUTHORIZING ORDER IN COUNCIL 
DATE DU DECRET DU CONSEIL AUTORISANT LE BAIL: 


P.C. 1992-1837 dated 27 August 1992 


PUBLIC WORK AFFECTED — ENTREPRISE CONCERNEE 
Hamilton Airport 


LANOS OR RIGHTS DEMISED: — TERRAINS OU DROITS CEDES A BAIL: 


DATE OF LEASE — DATE DU BAIL: 


Rental of Equipment for use at Hamilton Airport 


COMMENCEMENT DU TERME FIN DU TERME 


BEGINNING OF TERM » October 1, 1993 


RENTAL — LOVER 


$1.00 per annum 


MEMORANDA — NOTES 


Supersedes Lease No. T-1676 


04-0012 
2-75 


END OF TERM > September 30, 1998 
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THIS LEASE MADE THIS day of 
one thousand nine hundred and ninety- ; 


BETWEEN 


HER MAJESTY THE QUEEN, in Right of Canada 
represented herein by the Minister of 
Transport, 


(hereinafter referred to as "the Lessor"), 


OF THE FIRST PART; 


AND 


THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH 

Airport Management Office 

Suite 2206, Airport Terminal Building 
9300 Airport road 

Mount Hope, Ontario 

LOR 1WO 


(hereinafter referred to as the "Lessee"), 


OF THE SECOND PART. 


Witnesseth that the Lessor, in consideration of the 
rents, covenants, provisos and conditions hereinafter reserved and 
contained, has demised and leased, and, by these presents, does 
demise and lease unto the Lessee, and the Lessee hereby hires and 
takes from the Lessor: 


Certain equipment of the Lessor (hereinafter referred to 
as to "the equipment") set out and described in Schedule "A" which 
is annexed hereto and which forms part of this Lease, for use on 
the airport located at or in the vicinity of Hamilton in the 
Province of Ontario (hereinafter referred to as "the said 
airport"), 


-for a term of one (1) year commencing on the first day of October, 
one thousand nine hundred and ninety-three and thereafter from year 
to year but in no event to exceed five (5) years. 


NOW THEREFOR THIS AGREEMENT WITNESSETH that the Parties 
hereto, in consideration of the sum of One Dollar ($1.00) payable 
in advance by the Lessee to Her Majesty through the Honourable the 
Receiver General for Canada, in lawful money of Canada commencing 


on the first day of October, 1993, mutually covenant and agree as 
follows: 


It is agreed that: 
a) the word "Lessor" when used herein shall 


mean the Sovereign and shall include the 
Successors and Assigns of the Sovereign; 


initial 
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b) the word "Lessee" or other words relative 
thereto, or of like import, shall mean 
and include, irrespective designated or 
described, and their or any of their 
executors, administrators, successors or 
assigns; 


))) the word "Minister" shall mean the person 
holding the position, or acting in the 
capacity, of the Minister of Transport, 
and shall include the person holding the 
position, or acting in the capacity, of 
the Deputy Minister of Transport; 


da) the words "Director General" shall mean 
the Regional Director General, Airports 
Group, of the Department of Transport of 
Canada, at North York, Ontario, or such 
person duly appointed to act in that 
behalf. 


And it is further agreed by and between the said parties 


hereto that this Lease is made and executed upon and subject to the 
covenants, provisoes, conditions and reservations hereinafter set 
forth and contained, and that the same and every one of then, 
representing and expressing the exact intention of the parties, are 
to be strictly observed, performed and complied with, namely: 


1. 


That the Lessee will pay all rents herein reserved at the 
time and in the manner set forth in this Lease without 
any abatement or deduction whatever. 


That the Lessee shall in all respects abide by and comply 
with all laws, ordinances and regulations, present or 
future, in any way relating to the ownership, possession, 
use or maintenance of the equipment throughout the term 
of this lease and to the absolute exoneration from 
liability of the Lessor. 


That the Lessee will not assign this Lease or any 
interest herein, or mortgage or hypothecate this Lease or 
any interest therein, or sublet this Lease or any 
interest therein. 


That neither this Lease nor any interest herein shall be 
assignable or transferable by operation of law and it is 
hereby mutually agreed, covenanted and understood by and 
between the parties hereto that in the event any pro- 
ceeding under the Bankruptcy Act or any amendment thereto 
be commenced by or against the Lessee or in the event the 
Lessee be adjudged insolvent or makes an assignment for 
the benefit of the Lessee's creditors, or if a writ of 
attachment or execution be levied on the equipment and be 
not released or satisfied within ten (10) days there- 
after, or if a receiver be appointed in any proceeding or 
action to which the Lessee is a party, with authority to 
take possession or control of said equipment, this Lease, 
at the option of the Lessor, shall immediately end and 
terminate and shall in no way be treated as an asset of 
the Lessee after the exercise of the aforesaid option. 


initial 
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10. 


11. 


12. 


A 5 


Sa) SS T-2411 


That the Lessee shall acknowledge receipt of the equip- 
ment or any additions thereto or replacements thereof 
upon transfer of possession to the Lessee by the Lessor 
of the equipment in a manner and form as shall be 
determined by the Director General. 


That the Lessee shall be responsible for the transporta- 
tion and delivery and costs of transportation and 
delivery of the equipment, any additions thereto or 
replacements thereof from the Lessor's premises to the 
said airport. 


That the equipment shall be used on and for purposes in 
connection with the operation of the said airport and 
shall be used for no other purpose or purposes whatever, 
and the equipment shall not be removed from the said 
airport at any time, unless such removal has the prior 
consent of the Director General. 


That the Lessee accepts the equipment in an "as is" 
condition and the Lessee shall exercise proper care in 
the use and servicing of the equipment and keep and main- 
tain the same in good working order, condition and repair 
at its own expense, replacing all damaged or broken parts 
with parts of equivalent quality. The Lessor shall have 
the right at any time during usual business hours to 
inspect the equipment. 


That the Lessee shall not, during the currency of this 
Lease do, suffer or permit to be done any act or thing 
which may impair, damage or injure the equipment or any 
part thereof beyond the damage occasioned by reasonable 
use, and shall, at the Lessee's own cost and expense, 
repair all portions of the equipment which may at any 
time by the Lessee be damaged, other than in the reason- 
able use thereof, the Minister to be the sole judge of 
the meaning of the words "reasonable use". 


That the Lessee shall indemnify and save harmless the 
Lessor of and from any damage to or loss of the equipment 
during the term hereof, however occasioned, and shall 
make no claim or demand against the Lessor for any damage 
to or loss of the equipment. 


That if the equipment at any time during the term of this 
Lease requires registration, the Lessee shall register 
the equipment in the name of the Lessor. 


That the Lessee shall keep the equipment free of levies, 
liens and encumbrances and shall pay all licence fees, 
registration fees, assessments, charges and taxes 
(municipal, provincial and federal), which may be levied 
or assessed directly or indirectly against or on account 
of the equipment or any interest therein or use thereof. 


That the lessee shall maintain adequate records of equip- 
ment operation, maintenance and repair costs of the said 
equipment, all to the satisfaction of the Minister. 


initial 
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14. 


15. 


16. 


17. 


18. 


That the Lessee shall make no modifications or altera- 
tions or additions or improvements to the said equipment 
or any part thereof unless the written approval of the 
Director General is first had and obtained. 


That the Lessee shall at its own cost, insure, in the 
names of the Lessee and the Lessor as co-insurers with 
loss payments as their interests may appear, concurrently 
with the execution of this Lease, and thereafter keep 
insured in like manner during the currency of this Lease, 
for the benefit of the Lessor and with an insurance 
company or companies satisfactory to the Minister, the 
equipment against fire, theft, collision and such other 
risks as may from time to time be required by the 
Minister; the policy or policies of insurance covering 
shall be in such amount and in such form and terms 
satisfactory to the Minister and the original policies of 
such insurance or certified copies thereof shall be 
deposited with the Minister. 


That the Lessee shall ensure that the said equipment is 
operated by qualified operators and where required by law 
such operators shall be licensed. 


That the Lessee shall concurrently with the execution of 
this Lease place, and shall at all times during the 
continuance of this Lease maintain public liability and 
property damage insurance in the names of the Lessee and 
the Lessor as co-insureds protecting the Lessor and the 
Lessee against liability for personal injuries, death, 
and loss or damage to property with a responsible 
insurance company or companies and in such form as is 
approved by the Minister, so as to fully cover the 
Lessee's liabilities to any firm, person, association or 
corporation, resulting from, or attributable to the 
operations conducted by the Lessee under this Lease, or 
the acts or omissions of the Lessee or the agents or 
employees of the Lessee, and the policy or certified copy 
thereof satisfactory to the Minister shall be deposited 
with the Minister. 


That upon termination of this Lease in any manner, and in 
cases where it is determined that the equipment is not 
required for the maintenance and operation of the said 
airport, the Lessee shall return the equipment to the 
Lessor in as good condition as when received from the 
Lessor, ordinary wear and tear only excepted, all as 
determined to the satisfaction of the Minister, and if 
the Lessee fails to do so within ten (10) days the Lessor 
shall have the right to enter upon the premises where the 
equipment may be and take possession of and remove it at 
the Lessee's expense, all without legal process, the 
Lessee hereby waiving any claims for damages which it 
might otherwise have by reason of any such entry, taking 
or removal. If the equipment when returned to the Lessor 
is not in good condition and repair the Lessor may make 
all repairs and replacements necessary to place it in as 
good condition as it was at the date of commencement of 
the term hereof, reasonable wear and tear and damage by 
fire alone excepted, and the Lessee shall pay the costs 
of such repairs and replacements upon demand as so much 
additional rental. 
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That without limiting or restricting the generality of 
the provisions of Clause 20 hereof, the Lessee shall and 
hereby covenants to indemnify and save harmless Her 
Majesty the Queen in right of Canada from and against any 
and all manner of actions, causes of action, claims, 
demands, loss, costs, expenses, damages, liability, 
awards and proceedings of every kind and nature whatso- 
ever by whomsoever made or brought, which Her Majesty the 
Queen in right of Canada shall become liable to pay and 
arising out of the operation and maintenance or non- 
maintenance or faulty maintenance by the Lessee of the 
said equipment. 


That the Lessee shall at all times indemnify and save 
harmless the Lessor from and against all claims and 
demands, loss, costs, damages, actions, suits or other 
proceedings by whomsoever made, brought or prosecuted, in 
any manner based upon, occasioned by or attributable to 
the execution of this Lease, or any action taken or 
things done or maintained by virtue hereof, or the exer- 
cise in any manner of rights arising hereunder, except 
claims for damage resulting from the negligence of any 
officer or servant of Her Majesty in right of Canada 
while acting within the scope of his duties or 
employment. 


(a) On occurrence of any event of default the 
Lessor may terminate this Lease by 
written notice to the Lessee, whereupon 
the Lessee shall be obligated to return 
the equipment to the Lessor and shall 
also be liable to the Lessor for the 
payment of the total rent therefor and 
all such rent shall become due and 
payable forthwith, and for all damages 
which the Lessor may sustain by reason of 
the Lessee's breach including, without 
limitation, all legal fees and other 
expenses incurred by the Lessor in 
attempting to enforce the provisions of 
this agreement or to recover damages for 
the breach thereof. 


(b) The following shall constitute "events of 
default": (i) the failure of the Lessee 
to pay any installment of rent or the 
breach of any covenant or condition 
contained in this Lease; (ii) the 
subjection of the equipment to any lien, 
levy or attachment; (iii) any assignment 
by the Lessee for the benefit of 
creditors or the admission by the Lessee 
in writing of its inability to pay its 
debts generally as they become due; (iv) 
the appointment of a receiver, trustee or 
similar official for the Lessee or for 
any of its property; (v) the filing by or 
against the Lessee of a petition in 
bankruptcy or a petition for the 
reorganization or liquidation of the 
Lessee under any federal or provincial 
law; (vi) any action by the Lessee in 
furtherance of the aforesaid purposes. 
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22' That this Lease may at any time be terminated by either 
party hereto upon notice in writing one to the other, 
such notice, in case of termination by the Lessor, to be 
signed by the Minister and either delivered to the Lessee 
or any officer of the Lessee, or mailed addressed to the 
last known place of business of the Lessee, at any of Her 
Majesty's Post Offices and thereupon after the delivery 
or mailing of such written notification, this Lease shall 
be determined and ended, and the equipment shall be 
redelivered by the Lessee to the Lessor, at the cost and 
expense of the Lessee, in good condition to the satis- 
faction of the Minister, but the Lessee shall not, by 
reason of any action taken or things performed or 
required under this clause, be entitled to any 
compensation whatever. 


PAS} 0 That on termination of this Lease for whatever reason the 
Lessee shall return the equipment to the Lessor by 
delivering the equipment to a location designated by the 
Director General. 


24. That all remedies hereinbefore and hereafter conferred 
upon the Lessor shall be deemed cumulative and no one 
exclusive of the other, or of any other remedy conferred 
by law. 


25% That it is expressly understood and agreed that this is 
a contract of Lease only and nothing herein contained 
shall be construed as conveying to the Lessee any right, 
title or interest in and to the equipment other than as 
a Lessee. 


26. This Lease covers and supersedes all prior negotiations, 
understandings and agreements whether oral or written, 
between the Lessor and the Lessee and between either or 
both of the Lessor and the Lessee and any third party 
with respect to the subject matter of this Agreement. 


Ble The rent payable by the Lessee to the Lessor pursuant to 
this Lease shall not be charged against any grants or 
contributions made by the Lessor to the Lessee under this 
Lease or any other Lease or Agreement between the 
parties. 


IN WITNESS WHEREOF the parties hereto have executed these 
Presents the day and year first above written. 


SIGNED, SEALED AND DELIVERED 
by the Lessor in the presence 
Ot 


for Minister of Transport 


SIGNED, SEALED AND DELIVERED 
by the Lessee in the presence 
@ige 


The Regional Municipality of 
Hamilton-Wentworth 
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Attach to Lease No. T-2411 
Effective October 1, 1993 
Equipment Leased 


EQUIPMENT 
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Terms and Conditions of Maintenance Agreement: 


CAPS controller 

- AT&T 6386 Micro, 4.0 Mb RAM 

- 120 Mb hard disk subsystem 

1.2 Mb floppy drive 

80386 Process, 80387 Math Co-processor 
- 1 serial port 

- Centronics Printer Port 


NEC Multisync II 14" Monitor c/w tilting base 


Genoa Super VGA Graphic Board 

MS-DOS 3.3 

Hayes Series V. Modem 

- int. 9600 baud 

- Carbon Copy Software 

Epson FX 1050 wide carriage Dot Matrix 
AT&T TARGA 16 Videographics Adapter 
Alice Compression Board 

Maxstor Optical WORM subsystem 

Hitachi Video Printer, spec. adapted 
All necessary cables and connectors 
AT&T VID I/O Box, S-VHS to RGB Converter 
Super VHS Videotapes T-120 

UPS 1200 Watt power supply 

Lighting Kit 

- quartz light, stand, umbrella 

- 3 spare bulbs 

Signature Digitizing Camera and Stand 
System Software 

Hitachi VM600 S-VHS Camera-Recorder/Player 
Sony PVM 1271Q Pro Video Monitor 
Tripod, cables and connectors 
Workstation and Two Chairs 


Power Director 


Die Cutter 


TOTAL 


VALUE 


$15,994.00 


1,495.00 
695.00 
275.00 


2,290.00 


900.00 
5,302.00 
2,349.00 
5,995.00 
5,995.00 

400.00 
1,204.00 

N/c 

1,905.00 


405.00 


1,218.00 
4,600.00 
3,295.00 
1,695.00 

350.00 
2,543.00 

150.00 


1,800.00 


$60,855.00 


Maintenance as per original CAPS contract (DSS file T-4005-0- 


O19 37 OT CVF 


Specified On-site support within 24 
replacement within 48 hours. 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


1994 March 23 


REPORT TO: Chairman and Members 


Hamilton Wentworth Region Airport Management Board 


FROM: Samuel L. Kincaid 


Airport General Manager 


SUBJECT: Licence Agreement - Bay King Motors (1968) Ltd. 


(AIR 94-016) 


RECOMMENDATION: 


a) 


That the request by Bay King Motors (1968) Ltd. to secure parking spaces at Hamilton 
Airport for 125 vehicles be approved, subject to the following: 


1) That the Region enter into a Licence Agreement with Bay King Motors (1968) 
Ltd. for the purpose of parking a maximum of 125 vehicles at the Airport for an 
undetermined length of time, as approved by the Airport Operations Manager; 


il) That the rate be established at $10.00 per car per month, plus 7% G.S.T, 
resulting in an annual amount of $16,050.00 to be paid in monthly instalments of 
$337.50: 


111) That all revenues received be credited to Recoverable Services Account No. 1- 
45027-343 199; 


iv) That Bay King Motors (1968) Ltd. arrange for the necessary insurance on the 
motor vehicles and provide proof of coverage. Other insurance shall be delivered 
to the Airport as may be required by and be satisfactory to The Regional 
Municipality of Hamilton-Wentworth’s Insurance Co-ordinator. At a minimum, 
Commercial General Liability insurance shall be provided with a $2 million limit 
per occurrence, with the Region and Transport Canada as named insureds, 
together with Automobile Liability at $1 million per accident. Policies must 
include Notice of Cancellation requirement to the Region of not less than thirty 
(30) days. 
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Vv) In addition to the insurance requirements, Bay King Motors (1968) Ltd. will 
agree to accept all responsibility for the vehicles and confirms that neither the 
Region nor any of the Airport administration staff or management shall be 
responsible for any damages, vandalism, loss or other harm occasioned in any 
manner whatsoever to the vehicles while situated at the Airport. Furthermore, 
nothing shall obligate the Region to supervise the vehicles or provide for their 
care while situated on the Airport. 


(vi) Bay King Motors (1968) Ltd. agrees to indemnify and save harmless the Region, 
Airport Administration and Airport Staff from any and all claims and liability 
arising in consequence of this permission and the parking of vehicles by Bay King 
Motors (1968) ltd. at the Airport and the presence of such vehicles at the Airport. 


(vii) No vehicle servicing, repairs or other work shall be performed without the 
Operation Manager’s consent. 


(viii) The Region may terminate this permission with or without cause at any time on 
not less than three (3) days written notice. 


(ix) Notification must be sent to the Operations Manager for each shipment of cars to 
the Airport for storage. 


x) That the Regional Chairman and Regional Clerk be authorized to execute this 
Licence Agreement on behalf of the Region. 


ffcaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
We have been advised by our Legal Department that prior to the issuance of a formal Licence 


Agreement a letter granting interim permission only, is to be signed and sealed by Bay King 
Motors (1968) Ltd., failing which this interim permission shall automatically terminate. 


ie 


BACKGROUND: 


We are in receipt of a letter from Mr. David Richter, Vice-President of Bay King Motors (1968) 
Ltd. requesting space at Hamilton Airport for a maximum of 125 vehicles. 


C.C. 
C.C. 
C.C. 
C.C. 


Mirella Thompson, Lease/Invoice Co-ordinator 
Mr. Joseph Fudge, Assistant Corporate Counsel 
Brian McMullen, Supervisor, General Revenues 
Bob Zolaturiuk, Supervisor of Insurance 
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MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 
TRANSPORT CANADA NEGOTIATIONS SUB-COMMITTEE 


The Hamilton Region Airport Management Transport Canada Negotiations Sub-Committee 
met at 2:30 p.m. on Wednesday, March 30, 1994 at the Hamilton Airport Boardroom 
(Room 1122). 


Present: Mr. K. Gregg, Chairman 
Chairman R. Whynott 
Councillor R. Wade 
Mr. J. Monaco 
Mrs. J. Mongeon 


Absent with Regrets: Mr. O. Boris 


Also Present: Messrs. J. Skelton, S. Kincaid and Mme J. Furlani 


NEW BUSINESS 
ibs STRATEGIC PLAN FOR HAMILTON AIRPORT 


a) That the attached Terms of Reference with respect to the Strategic Plan for 
Hamilton Airport be approved and the Airport General Manager be 
authorized and directed to invite proposals from firms that have been pre- 
qualified; and 


b) That responsibility for the Strategic Plan be left with the Transport Canada 
Negotiations Sub-Committee who will report regularly to the Airport 
Management Board. 

(Wade/Mongeon) CARRIED. 

Ph MEETING SCHEDULE 
It was agreed that the next meeting for the Transport Canada Negotiations Sub- 


Committee be scheduled for April 14, 1994 immediately following the regularly 
scheduled Hamilton Region Airport Management Board. 


On motion (Wade/Mongeon) the Hamilton Region Airport Management Board Transport 
Canada Negotiations Sub-Committee adjourned at 3:40 p.m. 


Chairman 


Secretary 
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1994 March 28 


Dear Sirs 


Re: Consultant Agreement - Preparation ot a Strategic Plan tor Hamilton Airport 


Your firm is invited to submit a proposal for the above noted services. 


The details of this project are described in the attached proposal request package consisting of 
a description of the Project; and Terms of Reference. Your proposal will be evaluated and 
reviewed by staff of the Regional Municipality of Hamilton-Wentworth. Requests for further 
information should be directed to the undersigned at (905) 679-4151. 


If you are interested in undertaking this work two copies of your proposal should be received 
at the following address no later than 


S.L. Kincaid, Airport General Manager 
Hamilton Airport 

Airport Management Office 

Suite 2206, Air Terminal Building 
9300 Airport Road 

Mount Hope, Ontario 

LOR |WO 


Yours sincerely 


S.L. Kincaid 
Airport General Manager 
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HAMILTON AIRPORT 


STRATEGIC PLAN 


DESCRIPTONOR THEPROIECT 


Over the years, various plans have been developed for Hamilton Airport on various specialized 
issues but a comprehensive Strategic Plan has never been developed. As a result, attention has 
been focused on specific development or business issues without due regard to how these issues 
might retlect on the overall progress of the Airport. With increased business becoming evident 
and a review of Southwestern Ontario airports underway by Transport Canada, it is vital that 
Hamilton Airport have a clear understanding of the options available and from those choose a 
strategy for the future. 


The strategic plan will focus on two issues; first, the preterred development and operating 
option; second, the marketing of the airport to achieve the preferred option. Development of 
the strategic plan will be completed in two phases. Phase I shall be completed quickly and will 
focus on both a major organizational matter and an infrastructure inadequacy problem. The 
Organizational matter is the question of the suitability ot a Local Airport Authority (LAA) for 
Hamilton Airport. The infrastructure inadequacy problem is related primarily to the optimum 
length of the main runway. Phase II of the plan will cover all other issues including marketing. 


DESCRIPTION OF HAMILTON AIRPORT 


GENERAL 


Hamilton Airport is a full service airport with facilities and equipment to meet most aviation 
needs. It possesses a large modern Air Terminal Building with associated aircraft gates and 
parking as well as extensive capabilities for cargo operations. 
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PASSENGER CAPABILITIES 
Hamilton Airport is situated in Greater Hamilton, at the heart of Canada’s Golden Horseshoe. 
The Airport is an easy, cost-effective way to travel, offering a 40 minutes, uncongested drive 


from either Buffalo or Toronto. 


Whether flying for business or pleasure, Hamilton Airport provides connections to anywhere in 
the world through Pittsburgh, Ottawa and Montreal. 


Hamilton Airport provides free parking for over 500 vehicles directly in front of the terminal. 
Check-in and baggage claim are always easy and hassle-free, thus reducing overall travel time. 


Meals, snacks and refreshments are available from the Airport Lounge and Restaurant. 


Car rental services (Avis, Hertz and Tilden) are located directly in front of the Arrival Halls at 
the terminal. 


Ground transportation is available between the Airport and Downtown Hamilton or other ongin 
and destination points by limousine services or direct lines to local taxi companies. 


Hotel accommodation is available throughout the Region or in Downtown Hamilton. 


CARGO CAPABILITIES 


Hamilton Airport offers 24 hour flying, making it and effective easy choice for cargo/freight 
carriers and courier companies to reduce costs and maximize profits. The Airport is currently 
utilized by three of North America’s largest couriers, as a sorting and distribution centre for 
domestic and selected international routes. 


Hamilton Airport is also one, of only two airports in Canada, that are approved for Customs- 
free, intermodal transfer of in-bound cargo. 

DEVELOPMENT OPPORTUNITIES 

Hamilton Airport offers passenger and cargo services unlimited opportunities. Large land 
holdings and smaller, fully services acreage lots are available for immediate and long range 


development plans. 


These holdings will meet the aviation related, general industrial and commercial needs of the 
Airport well into the 21st century. 


Bh 
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The Airport has also been licensed by Transport Canada to provide airside access for privately 
held lands. There are presently over 300 acres awaiting development, that offer this unique 


designation. 


AIRPORT FACILITIES 
Main Runway 


Lat 43° 10’ N 

Long 79° 45’ W 

Var. 8° West. 
Elevation 776 ft. 

ASL 

Main Runway 12L/30R 
Length 8,000 ft. 

Width 200 ft. 
Taxiways 75 ft. 
MeSsGatelnon 2h 


Main Air Carrier Apron 


BSOnitexea2 ott. 


RVR 12L 

VASIS 12L/30R 

PLR 11 on 12L/30R and 
Taxiways 

TAKEOFF DATA 12L/30R 
TORA 8,000 ft. 

TODA 9,000 ft. 

ADSA 8,000 ft. 

LDA 8,000 ft. 

Tower Frequency 125.0 
Ground Frequency 121.6 


- 


Additional Runways 


Runway 06/24 

Length 6,000 ft. 

Width 150 ft. 

NDB 06 

VASIS 24 

PLR 10 for Takeotf and 
Landing 

PLR 11 for taxiing between 
Taxiway C and 12L/30R 
Runway 12R/30L 
Length 5,188 ft. 

Width 150 ft. 

Non Instrument 

VASISee Rk) S01 

PLR 8 


Capable of bearing the weight of the heaviest aircraft currently in service. 


Terminal Building 


Canada Customs/Immigration 
Separate International/Domestic Arrival Lounges 


4,000 sq. ft. Restaurant 


Passenger Check-in Facilities and Security Screening 


U-Drives 
Meteorological Office 


ERS to Airport Cat [V Standard 
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Fixed Base Operators 


PENINSULAIR LIMITED 


Telephone (905) 679-4124/4165 

24 hour line (905) 388-8402 

Avgas and Turbine Fuel Flight 

Training and Charter Hangarage and De-icing Facilities 
Maintenance and Ground Handling Services 


GLANFORD AVIATION SERVICES LTD. 


24 hours service 

Telephone (905) 679-4127 

Shell Dealer, Avgas and Turbine 

Fuel Hangarage Maintenance and Ground Handling Services 


MARSH BROTHERS AVIATION INC.- 


Telephone (905) 679-3558 

Facsimile (905) 679-4603 

Maintenance and Ground Handling Services 
Avgas and Turbine Fuel 


PURPOSE OFSTHEASiPRAPEGIGIRIEAIN 

The purpose of the strategic plan is to provide clearly understood objectives tor the Hamilton 
Airport for the guidance of policy makers, managers and stake-holders. the plan will outline 
goals and, if required, a timetable for the achievement of specific goals. The strategic plan 


should annunciate a mission statement that can be clearly understood by all. 


In essence, the plan should follow an approach which will outline: 


e the ultimate objective of the airport 
e the direction that should be followed to achieve the ultimate 
objective 


e the timing for the achievement of the ultimate objective 
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e the methods to be followed 
e The cost to achieve the ultimate objective. 


The plan should address the issues of the corporate image of the airport, the needs of the 
tenants, users and community, level of service guidelines and expansion of use. Development 
priorities shall be examined particularly as they relate to infrastructure adequacy and land use. 


PHASE I 


This part of the strategic plan shall be completed within three months of contract award. It shall 
focus on the LAA issue and main runway length requirements. 


AA 
The question of whether Hamilton Airport should proceed with the establishment of a Local 
Airport Authority (LAA) is of particular interest at this ttme. Examination of this matter should 
include a review of relationships with other LAA’s. 


MAIN RUNWAY 


Runway 12L/30R is 8,000 feet in length. It is proposed that it be lengthened to 9,500 feet. 
Rationale and support for the proposed extension is required. Examination of this matter shall 
include a review of material being considered by the Transport Canada Southern Ontario Area 
Airports Study. 


PHASE II 


This part of the strategic plan shall be completed within six months of contract award. This 
phase shall cover all matters not covered by Phase I. The marketing aspects of Phase II shall 
establish clear direction as to marketing thrust and detail. A financial review shall be conducted 
emphasizing revenue development and cost containment. Industry trends should be reviewed and 
reported and an overall analysis of the airport’s economic impact shall be conducted. 


ADDITIONAL REQUIREMENTS 


- Solicit input from the Airport Management Board and its members. 
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Solicit input from all Federal, Provincial and Municipal Government agencies or 
organizations that may be affected by the project or have some jurisdiction over matters 
related to it. 
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Include, in an appendix to the report, all key correspondence received from outside 
agencies. 


Prepare minutes for all meetings attended by the consultant and forward a copy to the 
Managerial Authority. 


All sources of information used in the study (i.g. numerical data, reports, interviews, 
standards) shall be fully documented. 


Managerial Authority 


IN 
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The Managerial Authority for this IEE is: 
Samuel L. Kincaid, Airport General Manager 
Hamilton Airport 

Suite 2206, Air Terminal Building 

9300 Airport Road 

Mount Hope, Ontario LOR 1W0 

(905) 679-4151 


Progress and live reporting are to be made to the Managerial Authority. 


Copy the Managerial Authority on all key correspondence related to the project. 


Reporting and Timetable 


jie 


The consultant shall submit, from time to time, progress reports to the Airport 
Management Board and/or its committees as required by the Managerial Authority. 


Four copies of a first draft of the full report shall be submitted to the Managerial 
Authority five months after contract award. A period of 15 working days shall be 
allowed for Managerial Authority review. 


The final report shall be submitted within 10 working days of receipt of comment from 
the Managerial Authority. 
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CONSULTANT’S PROPOSAL 

The consultant shall prepare a proposal which clearly indicates how the consultant will carry out 

the project set out in these Terms of Reference. The consultant’s proposal must contain at least, 

but is not limited to, the following: 

- the qualification of the consultant’s firm to undertake the work as outlined in these Terms 
of Reference, in sufficient detail to indicate a complete understanding of the proposed 


project; , 


- the name and experience of the project manager and the name and qualifications of key 
persons on staff who will be used on this assignment; 


- the name, qualifications and experience of sub-consultants to be used on this assignment; 
- an outline of the methodology to be used; 


- the proposed workplan or schedule and an estimate of the number of meetings with the 
Airport. 


- sample of other reports prepared by the consultant’s firm may be submitted at its option; 
and | 


- date by which your firm could complete this assignment and a total cost estimate of the 
work proposed. 


-End- 
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MINUTES OF THE HAMILTON REGION 
AIRPORT MANAGEMENT BOARD 
MARKETING SUB-COMMITTEE 


The Hamilton Region Airport Management Board Marketing Sub-Committee met at 8:30 a.m. 
on Wednesday, March 30th, 1994 at the Hamilton Airport Board Room located in the terminal 


building. 
Present; Chairman K. Gregg 
J. Mongeon 
L. Culver 
Absent with regrets: D. Agostino 
J. Monaco 
J. Skelton 


Also Present: 


Messrs. S. Kincaid 
Mmes. S. Renshaw, M. Thompson 


ite GENERAL 


a) 


Minutes of the December 22, 1993 meeting of the Hamilton Region Airport 
Management Board Marketing Sub-Committee. 


(Mongeon/Culver) 
Be received and adopted as presented. CARRIED. 


2s DISCUSSION AGENDA 


2.1 


2.2 


Marketing Sub-Committee Chairman Appointment 

That Joe Monaco be appointed Chairman of the Marketing Sub-Committee. 
(Culver/Mongeon) 

1994 Schedule of Marketing Sub-Committee Meetings. 


The following dates be approved for Marketing Sub-Committee meetings which 
will be held in the Airport Board Room at 8.30 a.m. 


April 27, 1994 September 28, 1994 
May 25, 1994 October 26, 1994 

June 29, 1994 November 30, 1994 
July 27, 1994 December 28, 1994 


August 31, 1994 
(Mongeon/Culver) CARRIED. 


Hamilton Region Minutes March 30, 1994 
Airport Management Board 
Marketing Sub-Committee 


Zoo 


2.4 


2.6 


3.0 


1994 Marketing Ideas 

Staff reported that the 1994 Marketing Plan is dependant upon negotiations with 
Transport Canada for the disbursement of revenue growth at Hamilton as a direct 
result of increased cargo operations at Hamilton. 


Staff also reported that as a direct result of increased cargo traffic at Hamilton 
Airport, operational considerations may required additional resources. 


Overview of 1993 (AIR 94-017) 

That this information be received. 

(Mongeon/Culver) CARRIED. 
1994 Airport Tenants Toast (AIR 94-018) 

That this information be received and adopted as presented. 

(Mongeon/Culver) CARRIED. 
Airport Newsletter 

That this information be received. 

(Culver/Mongeon) 

Other Business 


Ken Gregg thanked the Sub-Committee members and staff for their support. 


On motion (Mongeon/Skelton) the Marketing Sub-Committee adjourned at 9:15 a.m. 


Chairman 


Secretary 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: March 22, 1994 


REPORT TO: Chairman and Members 
Airport Marketing Sub-Committee 


FROM: Nick Catalano 
Director 

SUBJECT: Hamilton Airport Marketing Implementation; 1993 Summary 
(AIR 94-017, 

BACKGROUND: 


Staff were requested by the Airport Marketing Sub-Committee, at its December 22, 1993 
meeting, to provide a Summary of Activities for the 1993 Marketing Implementation Plan. Statf 
of the Economic Development Department have prepared the attached document for review. 
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HAMILTON AIRPORT 


MARKETING IMPLEMENTATION 


1993 YEAR END SUMMARY OF ACTIVITIES 


SYLVIA RENSHAW 
AIRPORT MARKETING OFFICER 
ECONOMIC DEVELOPMENT DEPARTMENT 
HAMILTON-WENTWORTH REGION 


JANUARY 7, 1994 


Avie 
1993 SUMMARY OF ACTIVITIES 


DIRECT SALES: targeted aviation related investment or development decision 
makers. Forms used include direct visitation, client response, cold calls, 
direct mail to leads generated from trade shows or inquiries, in-coming 
convention delegate awareness mailouts, meetings with Transport Canada and 
interested parties looking to operate businesses from Hamilton Airport/Aeropark. 


MEDIA: incorporated bus boards, transit shelters, radio, posters, Cable 14, 
Mountain Cablevision, Skyline articles, Opportunities mailouts, yellow pages, 
post cards, etc. to convey Hamilton’s services, development opportunities and 
capabilities to local and Southern Ontario market. 


SUPPORT MATERIAL: created Hamilton Airport Compendium, brochure and posters as 
well as UFLY to market the Airport. This was enhanced by the Hamilton Airport 
photos for the pop-up booth developed by staff for trade shows. Bonafide leads 
were given detailed information about the Airport and surrounding amenities. 


PRESENTATIONS: presentations and meetings have been held to market the Airport 
and its services as well as development opportunities including the Aviation 
Luncheon. Further to our discussions with the Airlines, they have participated 
in various marketing activities for exposure such as Business Appreciation Day, 
Aviation Luncheon as well as having large bulletin boards ie. mediacom, personal 
travel agent calls made and a travel agent breakfast to enhance their business. 


TRADE SHOWS: staff attended the Canadian Institute of Travel Counsellors of 
Canada Trade Show and Conference, International Air Cargo Conference, Air Cargo 
Shippers Conference and Trade Show, and the Real Estate Show to generate leads 
and gather relevant data. 


SPECIAL PROJECTS: 


1) Lot C-13 & Airport Lands - staff actively promoted the development of Lot C-13 
and Airport lands at trade shows and locally generated interest and possible 
submissions for projects, with a few projects now in the works. ie. Kelowna 
Flightcraft operation. 


2) Aeropark - to accommodate business expansion and new facilities Regionally 
owned land was serviced and marketed for sale and aviation related development. 
Discussions have been held with potential buyers of the said lands. 


3) Duty Free Shop - staff have actively pursued the development of a Duty Free 
Shop at Hamilton Airport working in conjunction with Revenue Canada and the 
Coa or 


4) NEW HWY #6 - staff are monitoring and facilitating support for this project 
Since it is key to the success of the Airport. 


S) Transport Canada Hangar - staff are monitoring the development of this project 
Since it may draw additional development to the Airport. 


Oe 
KEY INDICATORS 


Staff have identified and tracked key indicators to determine the success of the 
marketing initiatives. These include: 


PASSENGER LEVELS: the levels are tracked to determine if there has been as 
increase in loads. The increase shows various seasonal trends that exist as well 
as effectiveness of the marketing initiatives carried out to inform the 
marketplace of Hamilton Airport’s services. USAir Express’ numbers are up since 
last year and have increased in the last half of the year as well. Some of this 
may be due to combined marketing as well as the closure of Northwest. ALE 
Laurentian’s passenger numbers are up since last year however they have remained 
the same for the last half of the year. 


PHONE INQUIRIES: the number of calls, origination of calls, and timing of calls 
are tracked to determine the interest generated by the marketing initiatives as 
well as to target geographical areas for future marketing efforts. Further, the 
"seasonal" shifts indicate peak activity for various destinations which can be 
used in future charter marketing efforts. 448 phone inquiries were generated 
from July to November (not including December) for the Bell UFLY compared to 181 
in January to June. Further, 26 new origins for the UFLY calls were generated, 
resulting in wider exposure. 


GENERATED FILES: creating and maintaining leads generated where staff resources 
were used to follow up the lead, allows the examination of those leads. This 
enables staff to determine the level of activity and interest developed as a 
result of the marketing efforts as well as determining when the resultant affect 
of the lead is completed or leads to other future results/activity. 83 files 
were generated which is an increase since last year. Files closed: 8, files 
dropped: 46, files ongoing: 29. Of the files generated, 19 were referrals and 
65 were cold calls. 


INCREMENTS IN CARGO/COURIER/FLIGHTS: monitoring increments in the cargo sector 
will enable staff to determine whether marketing efforts in this area should be 
enhanced and what areas of cargo to pursue. Increments will show a positive 
relationship with marketing efforts as well as future growth in the cargo sector. 
Cargo increments have increased not only since 1992 but also since the first half 
of the year. 


LANDING FEES: have increased since last year. 
PERSONAL CONTACTS: enhancing personal interaction with decision makers in target 


client base as well as liaising with related government officials, special 
interest groups, business and industry representatives, and other agencies as 


required enhances the marketing effort. These contacts are tabulated to 
determine the effectiveness of the marketing program as well as developing a base 
to draw upon for future information or activity. Personal contacts have 


increased since last year. 
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DIRECT MAIL: inducing response from targeted sectors and expanding awareness of 
Hamilton Airport and its services as well as the development opportunities 
enhances the marketing efforts to areas which may not be easily accessible or 
Cost yetoevisicee ins thewsinitial stages Of contact. Staff sent 343 brochures 
and/or compendiums to potential clients worldwide. 


CONVENTIONS: inducing in-coming delegates to utilize Hamilton Airport’s services 
has been one of the marketing efforts undertaken in the past year. 8 conventions 
have included USAir Express and Air Laurentian services in the information 
delegate packages. Both airlines have had business generated from these leads. 


TRADE SHOWS: attend and exhibit at trade shows to generate interest in the 
Airport and development/business opportunities. Contacts made are followed to 
determine activity generated. Information gathering is also pursued. Start 
attended the Canadian Institute of Travel Councellors Trade Show and Conference, 
International Air Cargo Conference and Show, Fifth Annual Air Cargo Shippers 
Conference and the Real Estate Show. Leads were generated from all events. 


LAND LEASE REVENUES: were maintained for 1993 compared to amounts from 1992. 


COSTS: All costs were as per the approved 1993 Marketing Budget for the Economic 
Development Department. Additional costs were absorbed by the Economic 
Development Department and Hamilton Airport Budgets. 


REGION OF HAMILTON-WENTWORTH 


-INFORMATION- 


DATE: March 22, 1994 


REPORT LO; Chairman and Members 
Airport Marketing Sub-Committee 


FROM: Samuel L. Kincaid 
Hamilton Airport General Manager 


SUBJECT: TENANT'S TOAST 1994 (arr 94-018) 


BACKGROUND: 


Staff are planning the Tenant’s Toast for April 20, 1994 at 8 a.m. in the large Domestic Arrivals 
Lounge. This event is in keeping with the 1994 Marketing Implementation Plan with funds 
coming from the Airport Budget. The Tenant’s Toast is being held to thank YHM tenant’s for 
making Hamilton Airport and the Regional Municipality of Hamilton-Wentworth a success. 
Staff of the Economic Development Department have prepared the attached for information. 


/Sr 


HAMILTON AIRPORT TENANT'S TOAST 


WEDNESDAY APRIL 20, 1994 
8 A.M. 
DOMESTIC ARRIVALS AREA - HAMILTON AIRPORT 


STAFF: 


Sam Kincaid, Barry McSween, Glen Weylie, Dave Engelbrecht, Ed Bourdon, Joanne Furlani, 
Mirella Thompson, certificate recipients, Sylvia Renshaw 


OBJEGTIVES: 


- recognize and thank YHM businesses tor being here and their contribution 
- award recipients’ their certificates - Joanne obtain certificates 


FORMAT: 


- TENANT’S TOAST BREAKFAST 

- informal buffet breakfast - Mary cater 

- welcoming address by Sam Kincaid prior to breakfast 

- "words of wisdom" (momentous events of the past year and recognition for them as a 
gag) by Barry McSween at end of meal - gifts purchased by Joanne 

- certificates to staff presented by Sam Kincaid then wrap up 


GIVE-AWAYS: 

- YHM pins - Joanne to order 

- breakfast - Mary to cater 
SELAUr. 

- day before - Barry & Maintenance 


- set up by Maintenance ie. tables, chairs, garbage cans, receiving table for give-aways 
- microphone & podium 


9. 
CATERING: 


- Hamilton Civic Restaurant - Mary 
- hot buffet breakfast with beverages included 


- breakfast - approx. $9/person including taxes 

- pins - approx. $150 

- invitations - invitation sent internally - absorbed - Sylvia/Mirella 
- total approx. - 50 people - $600 


INVITATIONS: 


- Nick Catalano 

- Sam Kincaid 

- Barry MacSween 

e Sylvia Renshaw 

2 Glen Weylie 

- Dave Engelbrecht 

= Ed Bourdon 

- Mirella Thompson 

- Joanne Furlani 

- Absence Certificate recipient 

- Security Certificate recipient 

- Maureen McHarg - Aero Futures Flight Centre 
- Ed VanOosterhout 

- Steve Kozar - Aviana Aviation 

- Joe Correia - Avis Rent A Car 

- Wayne Beard - Canadian Air Cargo 

- Canair Cargo - Bud Oliver 

- Robert Szucs - Canada Customs 

- Cindy White - Canadian Protection Agency 

- Dennis Bradley - Canadian Warplane Heritage Museum 
- Mary Kozar - Civic Restaurant 

- Terry Dwyer - Environment Canada 

; Jaimie Alexander - Experimental Aircraft Association 
- Ryan Bridge - Federal Express 

- Mel Smith - 447 Air Force Club 

- Martin Redhead - Galaxy Aviation 

- Bill Marsh - Glanford Aviation Ltd. 

- Pat Sullivan - Glanford Aviation Services 


535 


Paul Aiken - Control Tower 

Reg Spence - Flying Club 

Chns Voke - Hertz Car Rental 

Ray Pacey - International Vintage Aircraft 
John Tillger - Jetall 

Jacques Tihon - Lectron Avionics 
Trevor Marsh - Marsh Brothers Aviation 
Gary MacKeen - Neemac International 
Gerry Aaltink - Mount Hope Taxi 

Marty White - Peninsulair 

Gene Williams - Premier Airlines 

Dan Rocheleau - Simo Air 

Mary Nasso - Tilden Car Rental 

Joe Szwalek - Aviation Licensing 

Bart Vandel - UPS 

Sue Ann Ryan - USAir Express 

Ray Jetha - Purolator 

Ricardo Bernhardt - Cubana Airlines 
Alpha King - Atlantic Caribbean International Airlines 
John MacKenzie - All Canadian 

Barry LaPointe - Kelowna Flightcraft 


TENANT’S TOAST 


HAMILTON AIRPORT REQUESTS THE PLEASURE OF YOUR COMPANY AT A 
TENANT TOAST APRIL 20, 1994 AT 8 AM IN THE INTERNATIONAL ARRIVALS 
AREA AT HAMILTON AIRPORT. 

THE BUFFET BREAKFAST IS HELD IN RECOGNITIONSOR E@GAESAIRE ORD 
COMPANIES AND THEIR CONTRIBUTION TO MAKING HAMILTON AIRPORT 
AND THE REGION OF HAMILTON-WENTWORTH A SUCCESS. 


PLEASE RSVP TO MIRELLA THOMPSON AT 679-4151 BY APRIL 8, 1994. 


SINGERELRY, 


SAMUEL L. KINCAID 
HAMILTON AIRPORT GENERAL MANAGER 


/SY 


c/o Unit 110, 9300 Airport Road, Mount Hope, Ontario LOR 1WO 


Chairperson: P. Aicken (416) 679-6116 
Treasurer: Wm. Marsh (416) 679-3558 
Secretary: J. Furlani (416) 679-4151 


NAME THE NEWSLETTER 
CONTEST 


Hamilton Airport Management 
in co-operation with ATOC 
(Airport Tenants and Operators 
Committee) have developed a 
Hamilton Airport Newsletter. 


We need a unique name for this 
newsletter. 


We welcome ideas from everyone. Please forward the "newsletter 
name", your name, phone number and company you work for to: 


Joanne Furlani, Secretary 
ATOC NAME THE NEWSLETTER 
c/o Airport Management Office CONTEST 
Air Terminal Building 

Suite 2206, 9300 Airport Road 


Mount Hope, Ontario LOR 1WO 
(no later than April 12, 1994) 


There will be a "Grand Prize" for the best Newsletter Name. Air Laurentian has offered 
two space available tickets to either Ottawa or Montreal (or Buttonville). 


The winner will be announced at the Airport Tenants and Operators Committee 
Meeting scheduled for April 27, 1994. 


Come On Everybody! Let’s get creative and name that Newsletter! 


Pe HAMILTON AIRPORT 


Quarterly Publication 
Volume 1 Issue 1 
22 December 1993 


Published by 
Hamilton Airport Management 


Editor 
G. Weylie 


Welcome to the FIRST edition of the Hamilton Airport newsletter. This information circular has been produced 


for you, in order to eliminate some questions that you may have and also to ensure information transmission. 


| or or concerns may be addressed to the editor or to the person responsible for the operational 
‘tass 
For your reading enjoyment, The Editor. 


A WORD FROM THE AIRPORT GENERAL MANAGER 


“by Sam Kincaid 


Winter creates certain difficulties in the aviation 
dusiness and this year at Hamilton Airport it 


certainly is true. Between the cold and the snow our 


sdquipment damage and breakdowns have far 


_ xceeded the norm. When you add colds and flu to 
mle people that operate the airport, our problems 


Jecome even more pronounced. 


With these thoughts in mind, the forbearance of our 
tenants and users is sometimes required as we try to 
sort out priorities and determine what should be 


done first with our limited resources. In this regard, 


uy 12L/30R is always our first priority for 


snow and ice control with runway 06/24 following 
close behind depending upon wind conditions. 
Runways are not much good if you cannot get to 
and from them. Taxiway "C" receives close 
attention, followed by the Air Terminal Building 
aircraft parking and handling apron. All other parts 
of the airport then come into the picture and we try 
to sort out the service to these areas in a reasonably 
logical way, taking into account users needs and the 
availability of appropriate equipment. In other 
words, you are not about to see a runway sweeper 
cleaning off the parking lot. If you have snow and 
ice control needs that are not being addressed, you 
can get hold of the Duty Manager at 679-4151. The 


1 


duty manager can explain to you when you can 
expect to have your area treated or why it is not 


possible to do so right away. 


Another concern is safety on the aprons with bad 
weather, increased congestion because of piles of 


cooperation with keeping heads up and on a swivel G 
whether walking, driving or taxiing is much 


appreciated. You can make a difference through 


snow and slippery footing with ice and glycol. Your 


AIRPORT MARKETING 
by Sylvia Renshaw 


The staff of the Economic 
Development Department were 
authorized by Regional Council 
to prepare a Marketing Plan for 
Hamilton Airport August 20, 
1991. This plan which was 
approved by the Special Airport 
Committee October 28, 1991 
provided a strategy and budget 
requirement dedicated to 
improving and _ increasing 
passenger and cargo movements 
through the Airport. 

Building upon the strengths of 
the previous Marketing Plan, 
Economic Development staff 
inputs | Currents market 
conditions, implementation and 
its resultant affects, the 
economic impact results, as 
well as input from Airport staff 
and tenants, staff have prepared 
the 1994 Marketing 
Implementation Plan. 

The Plan utilizes direct sales, 
media, support materials, 
presentations, trade show 
exhibits and attendance, as well 
as special projects such as Lot 
C-13 proposal call, Duty Free 
Shop, Transport Canada 
Taxiway/Hangar facility, new 


Highway #6 and the 
development of Aeropark to 
achieve marketing initiatives. 

Staff identified and tracked 
key indicators to determine the 
success of the marketing 
initiatives which include: 
passenger levels, phone 
inquiries, generated files, 
lene Cerae sme nn alsa 
cargo/courier/flights, personal 
contacts, direct mail, trade 
show attendance, 
information/proposals sent, and 
the OKD ( Olynyk, King and 
Duda Advertising Agency ) 
survey results from the 
awareness campaign. 


1994 Objectives: 


- build on the past success of 
the 1993 Marketing Plan 

~ le eClat ecm daesmee 
investment/assessment at the 
Airport and surrounding area 

- increase utilization of 
passenger/cargo/additional 
services at the Airport 

- Maintain and expand 
employment opportunities at the 
Airport and the surrounding 
area 

- enhance co-operative 
marketing of the Airport to 
maximize impact 


being alert and considerate. 
Let’s keep 1994 safe and secure! 


- overall recommended budget 
for the :- 1994 marketing 
implementation is $88,856 
(funding for this amount has yet 
to be determined). 


OPERATIONS 
by Barry MacSween 
Dave Engelbrecht 


ADMINISTRATION 
by Joanne Furlani 
Mirella Thompson 


The Airport Management Board 
at its meeting of January 13, 
1994 had an election for 
Chairman and Vice Chairman. 
Mr. Ken Gregg was elected as 
the 1994 Chairman and Mr. 
Owen Boris was elected as the 
1994 Vice Chairman to the 
Board. 

The next Airport Management 
Board meeting is scheduled for 
8:30 a.m. on February 10th, 
1994 in the Airport Board 
Room. 


nN 


EMERGENCY RESPONSE 
SERVICES 
> enn Weylie 


Since the untimely and tragic 
event which unfolded on the 15 
of February 1993 ( Canadian 
Warplane Heritage Fire ), a 
greater awareness has been 
realized in terms of fire safety 
on the airport lands. It is 
unfortunate that it took an event 
of this magnitude and of 
significant personal loss to bring 
home the message of the 
importance of fire prevention 
practices, both at work and in 
your home. 

During the past year, fire 
prevention surveys have been 
conducted by Airport and 
Municipal Authorities for all 
buildings on the airport with the 
ex@ayion of the Air Traffic 
Control Tower and the Weather 
Office which fall under 
Transport Canada jurisdiction. 
These surveys were undertaken 
in order to assist the building 
owners and tenants in 
identifying hazards and 
regulatory violations. It is now 


the building owners/tenants 
responsibility to rectify these 
| problems. 


To better safeguard you and 
your family from similar or 
worse tragedy, it is suggested 
that fire extinguishers be 
inspected on a monthly basis in 
order to ensure that they are not 
obstructed from view or access, 
have a full charge and to re- 


i oneself with the 


operating instructions. Smoke 
detectors should be checked for 
operation on a monthly basis 
(using a smoke source) and 
batteries should be replaced 
annually. 

Remember, Change your 
clock, Change your battery". 


AIRPORT SECURITY 
by Ed Bourdon 


A couple of questions I ask 
myself, "Does anybody reaily 
care about security" and " is 
my message getting through"? 
The last few months have 
been gratifying in realizing that 
the message is getting out to 
staff and tenants. In this 
newsletter we present a 
"Canadian Airport Security 
Awareness " (CASA) award to 
Ms. Louise Bennett, Office 
Manager of Peninsulair Ltd. for 
trying to stop an individual 
from Labour Canada from 


going airside without a 
Restricted Area Pass. 
Remember," security is 


everyones business". 


(@ 


BITS and 
PIECES 


Congratulations are in order for Fred Giannotti, Airport Equipment Operator and his wife Zoe on the birth of 
their first child. Christian Caterina was born on January 7th, 1994 weighing 8lbs, 4ozs. c 


CONTEST 


As this is a new publication for Hamilton Airport, we need a name for the newsletter. Submissions can be made 
to the Editor, c/o Airport Newsletter, Airport Administration Office. 
You may be surprised what the prize will be. 


Name to be decided at March ATOC meeting. \8 


UPCOMING EVENTS Lh 
EMPLOYEE PROFILE x 
G é PROFILE 


DATE: 


REPORT TO: 


FROM: 


SUBJECT: 


fe / 
y, 4 Shae 
G.W. Lawson “~ 


‘ 


BACKGROUND: 


AH(c) 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


March 30, 1994 


Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


Gerry W. Lawson 
Treasurer and Commissioner of Finance 


AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT March 30, 1994 


7 x A—_ 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of March 30, 1994. 


The total accounts receivable for the Airport is $121,970.59 of which $9,060.71 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


One new account has been added since the previous report of February 25, 1994. Four of 
the accounts in that report have been settled. In addition to the accounts on Appendix "A", 
there are 27 accounts under $100 outstanding over 90 days with a credit balance of 


$4,286.30. 
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@. S. Kincaid, Manager, 21st March, 
Mount Hope Airport, 
Hamilton, Ontario. 
LOR 1WO 
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Dear Mr. Kincaid, ee 


Thank you for your letter of March 14th. 


‘ 
ae 


Praackt ; 
{ 


v } 
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We would like to address some of the concerns raised in your +tét+er—— | 


As was evident in our item, we were dealing predominantly with the 
dearth of passengers at the Hamilton Airport, not with the 400 employees or 
the cargo they handle. We understand the recession has hit the industry as 
a whole, resulting in an across-the-board reduction in traffic. However, 
despite that, many airports still have a substantial flor-through of 
passengers. Of those referred to in your letter, regina had 578,000 
passengers in 1992 and when the final figure is in for ’93 it is expected 
to be over 500,000. Windsor had 162.000 passengers in 1992, final figures 
for ‘93 are expected to be the same, possibly slightly higher. London had 
300,000 passengers during 1993. Gander had 97,509 domestic passengers in 
‘93 plus 699,914 transit passengers. Edmonton had 1.3 million passengers 


in 1993. 


@ Toronto Island Airport had 165,000 passengers in ’93 and the provincial 

overnment, in contrast with its concern for Hamilton airport, is 
withdrawing funding (50% this year 100% by 1995) for the ferry, which is 
the only passenger access route to the airport. 


Two people interviewed on the programme - one who had worked for 
Nordair when it was operating out of Hamilton, plus an industry analyst - 
expressed opinions that the proximity of Pearson was one of the main 
inhibiting factors to attracting scheduled passenger airlines. 


Lastly, we understand the bi-lateral agreement between Canada and the 
U.S. places constraints on your ability to attract more airline passenger 
services, but the provincial Minister’s decision to expand the highway from 
two lanes to four is not going to have an impact on that situation and it 
is not within his jurisdiction to effect any change. 


I have consulted with both the reporter and producer involved and we 
feel the production was fair and accurate. We thank you for your interest 
and appreciate your letter. We regret that your opinions were not 
reflected in our presentation but given information garnered from various 
sources in the industry we feel it accurately represented views of the 
experts we consulted. 


Yours sincerely, 


Bill Cameron, 
CBC Evening News. 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 March 30 


- REPORT TO: | Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Bilateral Air Agreement Talks (AIR 94-021) 


RECOMMENDATION: 


a) That the position of the Association of Canadian Airport Communities (ACAC) and the 
United States Airports for Better International Air Service (USA-BIAS) with regard to 
the resumption of bilateral air agreement talks be supported; and, 


b) That a letter indicating this support be sent to the Minister of Transport, Mr. Douglas 
Young and to the Secretary of the U.S. Department of Transportation, Mr. Federico 
Pena. 


~ Kincaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
N/A 
BACKGROUND: 


The enclosed paper, "The Case for an Open Air Service Border between the United States and 
Canada, March 24, 1994" has been jointly prepared by the Association of Canadian Airport 
Communities (ACAC) and the United States Airports for Better International Air Service (USA- 
BIAS) after meetings in Ottawa and Washington. The ACAC and USA-BIAS groups have been 
in existence since the start of the talks in 1990. The groups serve as a point of liaison for all 
parties involved or interested in the bilateral talks. 


USA-BIAS ACAC 


United States Airpons for Association of Canadian 
Better International Air Service Airport Communities 

Telephone: (703) 661-8040 Telephone: (403) 266-6716 

Facsimile: (703) 661-8624 Facsimile: (403) 269-4339 


March 24, 1994 


The Honorable Douulas Young 
Minister of Transport 

c/o Ambassador Raymond Chretien 
Embassy of Canada 

$01 Pennsylvania Ave NW 
Washington, DC 20001 


Dear Minister Youny 


On Friday vou and Secretarm Pena will have in your collective powers the ability to launch a 

process whose successtul outcome would progressively generate hundreds of thousands of 

new jobs without the need for new government programs or spending in either country. This € 
oppomunity comes at a time when both our nations are emerging from deep recessions, when 

heavy pressures exist to curb yovernment spending and reduce deficits, and when traditional 

industnes must appiv technology to replace jobs 


During the past six weeks a joint USA-BIAS/ACAC working group representing more than 
30 United States and Canadian cities has met with airline executives and transportation 
officials on both sides of the border We believe we can see the common ground between 
Our two nations and our thouuhts are otfered for consideration of yourself and Minister 
Youny These thoughts have also been endorsed this week by the 25 member Air Fre:ght 
Association 


We are yours sincerely, 


aa 
a ae 
| aa aL Per e 
pica Q ens oye an Ss tr. 
o a 
Georve Douuhry TaN Don Brownie * ) 
for United States Airports Chairman 
for Better International Air Service for Association of Canadian 
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March 24, 1994 


The Honorable Federico Pena 
Secretary 

U.S. Department of Transportation 
400 7th Street, SW 

Room 10200 

Washington, DC 20590 


Dear Secretary Pena: 


On Friday you and Canadian Minister of Transport Douglas Young will have in your 
collective powers the ability to launch a process whose successful outcome would 
progressively generate hundreds of thousands of new jobs without the need for new 
government programs or spending in either country. This opportunity comes at a time when 
both our nations are emerging from deep recessions, when heavy pressures exist to curb 
government spending and reduce deficits, and when traditional industries must apply 
technology to replace jobs. 


During the past six weeks a joint USA-BIAS/ACAC working group representing more than 
30 United States and Canadian cities has met with airline executives and transportation 
officials on both sides of the border. We believe we can see the common ground between 
our two nations and our thoughts are offered for consideration of yourself and Minister 
Young. These thoughts have also been endorsed this week by the 25 member Air Freight 
Association. 


We are yours sincerely, 
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Section I 


Introduction 


When the subject of a new bilateral air transportation agreement between the United States 
and Canada was launched in the summer of 1990, the high hopes and expectations which 
accompanied it were based upon a series of key factors, all hinging on change and the 
evolution of a deregulated air transport industry in both countries. 


° Air transportation between Canada and the United States was restricted by an 
antiquated agreement which could not meet the realities of a changing world. 


° The airline industry itself had changed dramatically, accompanied by a dramatic 
expansion of the market. 


° New patterns of service and scheduling had changed the nature of the business. Its 
practices had far outstripped the bilateral. 


° Traditional gateways had given way to hubs and direct services from interior markets 
to international destinations. 


° Global business had expanded sharply and competition between nations and markets 
became a serious factor in international trade. 


° International tourism had exploded with dramatic increases in all markets except the 
U.S./Canada tourism market. 


After two years and twelve sessions of discussion and negotiations, talks were broken off in 
December of 1992. There is little to be gained at this point by an item by item review of 
differences, but several simple points deserve focus and attention as we seek to revive this 
desperately needed new agreement. 


ils The talks were hampered by a heavy cloud of protectionism. 


Pap Little attention was paid to the impact of change in the industry - in global commerce 
- or in travel needs of customers. 


oF The interests of certain airlines were defended against the needs of air travelers, 
shippers, businesses and communities. Cities in both countries were denied the air 
transportation access to markets which is so critical in today’s competitive world. 


In the interim of more than a year since negotiations were discontinued, major developments 
have taken place which create a fresh atmosphere for discussion. 


° New alliances have been forged between carriers which have shifted competitive 
balances. 
° The have-not cities in Canada and the United States have come together and focused 


attention on the public interest and economic needs of both nations. 


° Lastly, and perhaps most important of all, each nation has a new government and can 
begin negotiations afresh without the handicap of previous positions and policies. 


At this moment each of these new governments faces the same problems and challenges. 


° Government spending is a major issue in both nations with extraordinary pressure to 
control expenditures and balance budgets. 


° At the same time, each government is challenged to stimulate employment, re-start the 
economy and strengthen productivity. 


° They suffer from high unemployment with resulting economic stress on communities, 
industry and public at large. 


° Major corporations, long felt to be secure pillars of economic strength, are downsizing 
and streamlining - resulting in serious community pressures. 


Faced with these burdens and challenges, one single opportunity exists to stimulate 
employment, inject new vigor into the economy and directly benefit scores of communities in 
both countries - AT NO COST TO EITHER GOVERNMENT. 


That opportunity is a new and liberal bilateral agreement between Canada and the United 
States. 


A special word should be said here about the opportunities for tourism. During the past 
decade, international tourism has expanded in dramatic numbers. 


The world has moved to the airplane, the rental car and the packaged vacation as the primary 
instruments of tourism expansions. During this period, tourism from the United States to 
Mexico has nearly doubled, while tourism from the United States to Canada has remained 
stagnant with only a 15% growth in a decade. 


Similarly, tourism to Asia and Europe has grown at a rate even faster than Mexico, largely 
because of improved air access. 


Convenience of access, availability of adequate schedules and promotional fares have made 
these increases possible. Tourism between the United States and Canada has not nad the 
benefit of these air transportation advantages. 


While disproportionate attention has been focused on Toronto, Canada's tourism attractions 
from coast to coast have largely been unexplored in the American market. These are world- 
class attractions with virtually unlimited potential. 


At this time, with one simple step - a new and liberal bilateral - more than $10 billion can be 
injected into the economy of both countries. Ten of thousands of jobs can be created and a 
new vigor injected into tourism and commerce between the world's two greatest trading 
partners. 


None of this can happen until talks are resumed and a will to accomplish a new agreement is 
present. 


Basic principles appear clear: 


° A new flexibility must be demonstrated by both sides. 

° Key difficult issues must be isolated and broad principles on other issues agreed upon. 

° The interests of air travelers, shippers, businesses and communities must be given new 
attention. 

° The principles of common good accepted in NAFTA must be applied. 

° Cities of both countries and the voters must be given equal status with the air carriers 


in these deliberations. 


We should not seek to pick up where we left off in 1992, but with new governments, a new 
sense of urgency and a new vision of the extraordinary opportunity - start afresh. 


The second section of this paper offers for your consideration the collective thoughts of the 
broad transborder coalition on the common ground for a new open market agreement. 


Section three provides examples of major, as well as regional, opportunities for the carriers of 
both our nations. 


Section I 


A _Transborder Route Proposal 


As cities on both sides of the Canadian/United States border, we believe that our nations no 
longer can afford to pay the high price of the restrictions inherent in the current air service 
agreement between us. There are solutions to the bilateral problem which can benefit the air 
transport industry, as well as our communities. The price to be paid by our nations for these 
solutions is we believe small compared to the potential gain of $10.4 billion a year in new 
economic activity and the creation of 211,000 jobs, including 6,000 in our air transport 
industries. 


The prohlems which inhibited creation of a new agreement by the Bush/Mulroney 
administrations fell into four general areas: 


l. United States carrier access to Vancouver, Toronto, and Montreal 

The provision of slots at capacity restricted airports, principally LaGuardia and 

Washington National in the past, but to which we must now add Chicago O'Hare and 

possibly Toronto Pearson. 

Airport access issues 

4. Facilitation by customs and immigration services in both countries of the increased 
travel and trade stimulated by the agreement. 
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Both sides must address facilitation issues, determined to remove them as an obstacle to 
transborder air service. Clearly, services blocked by inadequate facilitation can no more 
contribute to economic growth than those blocked by an antiquated bilateral agreement on 
routes. Solutions to the airport access and slot problems were offered by the cities in the past 
and are, we believe, still valid. 


The economic and air transport environments in both countries have changed significantly 
since the last round of formal air service talks between our countries occurred in December 
1992. In a spirit of goodwill and cooperation we now offer as a joint U.S./Canadian group, 
the elements we believe are needed for an agreement which maximizes economic growth 
while creating opportunities for the air transport industry in both countries. 


Elements of Agreement 


1) The current 1978 bilateral is antiquated, very restrictive and should be replaced to spur 
travel and trade consistent with NAFTA. 


2) 


3) 


4) 


5) 


A liberal, totally open transborder aviation regime should exist after a short transition 
period for specific markets of no more than three years. All existing rights should be 
retained during that transition period. 


Open market driven access should be provided immediately to the carriers of both 
nations: 


a) between any United States city and the Canadian cities of Ottawa, Calgary, 
Edmonton, Regina, Saskatoon, Winnipeg, London, Hamilton, Quebec, Halifax, 
St. John's, and similar or smaller communities. 


b) between any United States airport which enplanes less than one percent of total 
United States air travelers and the Canadian cities of Vancouver, Montreal, and 
Toronto. 


Free market-driven access to the remaining new transborder routes would be 
introduced progressively. There should be reasonable opportunity for United States 
Carriers to serve major new Toronto, Montreal and Vancouver routes immediately upon 
implementation of the new agreement, while Canadian carriers would receive open 
access on a progressive basis between these cities and the United States. 


The transition period would provide a lead in for Canadian carriers in selected markets 
from Vancouver, Toronto and Montreal. This lead in would not exceed one year at 
Montreal and Vancouver, and two years at Toronto. 


Any new route authorized to a Canadian carrier during this transition period, or unused 
authority by any United States or Canadian carrier, would become part of the open 
market regime if the designated carrier failed to provide adequate service within one 
year. Adequate service is considered to be two conveniently timed jet flights 
operating five days a week throughout the year. If a carrier fails to exercise specific 
rights to a route, there can be no valid reason for holding that route away from the 
open market regime. 


While all transborder routes should be open for services after two years, multiple 
carrier designations by either country may be restricted for a further period in the 
transition markets of Vancouver, Toronto and Montreal, providing the total transition 
period does not exceed three years. 


While the cities favor solutions which do not involve a carrier selection process in 
either country, it is recognized that this may not be possible in the transition markets. 


All-cargo services should be able to operate in an open market-driven regime 
immediately. 


6) 


1) 


8) 


2) 


At the few capacity restricted airports, airlines of both nations should have fair access 
to comparable numbers of slots at marketable times of the day for transborder service. 


Until the transborder regime is fully open, the current Regional Notes should continue 
in effect, potentially allowing small aircraft service in addition to the service 
contemplated by the expanded bilateral. 


It should be clearly understood that, despite the usual reluctance to cut off existing 
services, any outstanding head-start rights would be abrogated for a country which 
renounced the new bilateral before the transition period had ended and carriers on both 
sides had an opportunity to exploit the opportunities of a fully open transborder 
aviation regime. 


Airport access should be assured for United States and Canadian airlines in each 
other's territory consistent with full protection of proprietary rights of airport operators 
in both countries. 
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Section HI 


Examples of New and Improved Service 


i From a Canadian Perspective 


For years, the airport cities of Canada have suffered from an acute lack of North-South air 
service to important United States markets. This has been a serious economic drag, affecting 
tourism, conventions, meetings, normal commerce and trade between the two countries. 


During these lean years, the have-not cities have developed with their business communities 
and tourism experts a strong sense of the major service needs and opportunities which exist 
for these services. 


The emphasis on Toronto suggests that these service opportunities may not be well recognized 
in the United States where knowledge of Canadian geography and economic centers is often 
sketchy. Accordingly, each of our ACAC cities has listed the major service opportunities 
which they believe to exist. These suggestions follow. 


Calgary Opportunities 


Calgary is a city of over 700,000 people and serves a regional population of 1.4 million. It is 
the inland hub for Western Canada and processes 4.7 million enplaned/deplaned passengers 
annually through a thoroughly modern international airport operated by an independent local 
authority. 


Calgary is the head office center of the Canadian petroleum industry and is, therefore, a 
natural generator of high-yield passenger demand. It is the home of the world-famous 
Calgary Exhibition & Stampede and serves as the airline gateway for Banff, Lake Louise and 
the Canadian Rockies, which are internationally-renowned tourist destinations offering 
Summer and Winter recreational opportunities. 


Major examples of current gaps in transborder air service that would be rectified by a market- 
driven treaty are as follows: 


Calgary -- Seattle, WA 
Calgary -- Portland, OR 
Calgary -- Minneapolis, MN 
Calgary -- Atlanta, GA 
Calgary -- Miami, FL 


The Hamilton Opportunity 


Hamilton Airport, serving the regional municipality of Hamilton-Wentworth is located less 
than an hour from Pearson Airport serving Toronto. Not only does it serve its own 
population of more than a half-million people, but provides easy access to some of Toronto's 
business suburbs such as Mississauga. 


Hamilton believes that there is a real opportunity to the following American cities: 


Hamilton -- Detroit, MI 
Hamilton -- Pittsburgh, PA 
Hamilton -- New York, NY 
Hamilton -- Chicago, IL 
Hamilton -- Atlanta, GA 
Hamilton -- Tampa, FL 

Hamilton -- Boston, MA 
Hamilton -- Baltimore, MD 
Hamilton -- Dallas/Ft. Worth, TX 


Opportunities in Ottawa 


Ottawa, as the nation’s capital in Canada has had a serious and damaging lack of direct 
service to important United States markets. As the capital city - business, government and 
tourism all suffer from a lack of direct services to American markets and to American's 
capital city, Washington, DC. 


These inadequacies have stifled the growth of commerce, hindered inter-government relations 
and obstructed the growth of tourism. 


Ottawa has studied its needs carefully and believes that opportunities for service are as 
follows: 


Ottawa -- Chicago, IL 
Ottawa -- Washington, DC 
Ottawa -- Atlanta, GA 
Ottawa -- Dallas, TX 

Ottawa -- Miami, FL 

Ottawa -- San Francisco, CA 
Ottawa -- Los Angeles, CA 


uae Edmonton Opportunities 


© Edmonton, a major western Canadian city, with a population in excess of 500,000 has 
important service needs to the western half of the United States. 


They believe these opportunities to be: 


Edmonton -- Los Angeles, CA 
Edmonton -- Seattle, WA 
Edmonton -- Denver, CO 
Edmonton -- Chicago, IL 
Edmonton -- Dallas, TX 
Edmonton -- Phoenix, AZ 


The Halifax Opportunity 


Halifax, whose airport services more than 2.3 million passengers annually is the air 
transportation hub of four of Canada's ten provinces. 


It has substantial East-West service via Air Canada and Canadian and an extensive local 

service pattern by two feeder air carriers, Air Nova and Air Atlantic. These local service 

carriers offer multiple services daily to Newfoundland, Prince Edward Island and New 

Brunswick in addition to serving three Nova Scotian cities - Halifax, Sydney and Yarmouth. 
a) This pattern makes Halifax a true hub in addition to being a major O&D point. 


The opportunities for new services under a liberal bilateral are substantial and should include 
such United States cities as Pittsburgh, Philadelphia, Washington/Baltimore, Atlanta, Tampa, 
Miami, Dallas and San Juan. 


Atlantic Canada has a very strong relationship with the Caribbean and Florida with extensive 
warm weather traffic southbound and vacation opportunities northbound. The Tampa area is a 
strong Atlantic Canada retirement and second-home market. 


The East Coast cities of the United States have strong economic and historic ties to Atlantic 
Canada served through the Halifax hub. In addition, the attractiveness of Halifax as a 
convention and meeting destination is seriously handicapped by a lack of adequate air service 
to the Northeastern United States. 


A Dallas service would offer new opportunities for travel to and from Texas, Mexico and the 
west. San Juan should be carefully studied because of the strong economic, historic and 
vacation ties between Atlantic Canada and the entire Caribbean. 


In all discussion of opportunity, it must be remembered that Halifax is the key city for four 
provinces and a three airline hub. 


Vancouver Opportunities 


Vancouver is Canada's gateway to the Pacific. Its goal, however, is to become a major 
Pacific gateway for the whole continent. This opportunity is realistic and involves service 
with the following U.S. cities. 


Vancouver -- Reno, NV 
Vancouver -- Las Vegas, NV 
Vancouver -- Denver, CO 
Vancouver -- Phoenix, AZ 
Vancouver -- Minneapolis, MN 
Vancouver -- Dallas, TX 
Vancouver -- Houston, TX 
Vancouver -- Miami, FL 
Vancouver -- Cincinnati, OH 
Vancouver -- Washington, DC 
Vancouver -- New York, NY 


Vancouver -- Salt Lake City, UT 


2s From a United States Perspective 


South of the border, USA-BIAS members too expect substantial immediate benefits from a 
liberal United States/Canada aviation regime, not to mention the numerous additional benefits 
expected as airlines learn to take full advantage of their new transborder freedom. Examples 
of major and regional service opportunities include: 


Cleveland 


Cleveland would expect better service to Toronto and Montreal because of more competition. 
Currently, service is predominantly with turboprops, and seats are in short supply, so many 
people take the five-hour drive to Toronto instead. A new liberal regime would also provide 
better connecting service to eastern Canada because of the much greater number of options. 


There may also be nonstop service, at least seasonally, to Calgary and Vancouver. 
Alternatively, the existing poor connections will be improved. 


Dallas/Ft. Worth 


The world's second busiest airport will immediately receive nonstop service to Vancouver, as 
a tourist destination, business partner, and gateway to the Pacific. Even without nonstop 
service, Vancouver is DFW's eleventh ranked international origin and destination market. 
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Montreal, with an even larger O&D market, will also receive immediate nonstop service, 
complementing the existing nonstop service to Toronto. 


Ottawa and Winnipeg should be close behind. 
Detroi 


Located at the United States/Canada border between the population centers of the East and 
those of the Midwest and West, Detroit is ideally placed to benefit from a liberal transborder 
aviation regime. Nonstop service to Ottawa, Calgary, and Vancouver will be instituted 
immediately. 


In the longer run, Detroit Metropolitan Wayne County Airport (DTW) hopes to serve as a hub 
for a large network of transborder services by both United States and Canadian carriers. 


Indi i 


Indianapolis’ existing turboprop service to Toronto is already scheduled for improvement, but 
under an open regime, jets would almost certainly be used on the route, with nonstop service 
to Montreal a real possibility. 


Kansas City 


Kansas City is located in the geographic center of the United States and anticipates that it will 
immediately receive nonstop service to Toronto. In addition, Kansas City expects to receive 
nonstop and/or single plane service to Montreal and Ottawa under a liberalized regime. 
Kansas City will also actively promote single-plane service to west Canada. 


Las Vegas 


Las Vegas is one of the top United States destinations for Canadian tourists, with over 
500,000 Canadians traveling to the city annually. Yet today Las Vegas has no scheduled 
nonstop air service from any Canadian city. Under an open regime, at least four air carriers 
would immediately begin flying nonstop between Las Vegas and several Canadian cities. 


Memphis 


Memphis has roughly one million people in its metropolitan area. As a Northwest Airlines 
hub city, its airport handles in excess of three million passengers annually. A reasonable 
O&D traffic base, other Statistics Canada data, and the Northwest hub all lead to the 
conclusion that Toronto is a likely candidate for immediate nonstop service. 


Milwaukee 


Milwaukee expects to receive immediate nonstop Toronto service by at least one carrier and 
possibly by one from each country. One of the lessons of the existing bilateral is that an 
airline with monopoly authority on a given route may choose to provide service in some years 
and no service in others. 


Minneapolis/St. Paul 
Located close to the Canadian border, MSP expects to receive nonstop service to Toronto, 
Vancouver, Montreal, and Calgary, in that order, relatively quickly after institution of a liberal 
transborder regime. There will also be additional service to Winnipeg, Edmonton, and 
Regina, already served from MSP, and other small Canadian cities. 


Nashville 


Frequencies on Nashville's existing Toronto service are limited in practice by the requirement 
that Nashville be served en route to or from Houston. They will increase in an open regime. 
Moreover, there is a substantial likelihood of nonstop service to both Vancouver and 
Montreal. 


New_ Orleans 


Under a liberal regime, the increase in the number of transborder services would bring New 
Orleans onestop single-plane service to both Toronto and Montreal. 


Norfolk 


From time to time Norfolk has had onestop service to Toronto via Pittsburgh and BWI. 
These services have tended to demonstrate that Norfolk is a likely candidate for nonstop 
service at some future date, with Florida served behind Norfolk. 


rlan 


If authority were available, at least one airline, probably more, would immediately provide 
nonstop Toronto service. Nonstops to Montreal and Vancouver are also a possibility. 


Phoenix 


Phoenix is in the sunbelt of the United States which is served by Canadian charter operators. 
Phoenix would expect that these services would be converted immediately to scheduled 
service. Specifically, Phoenix would expect daily nonstop service between Phoenix/Toronto, 
Phoenix/Vancouver, and Phoenix/Calgary. These services are predicated on the fact that 
Phoenix has a population base in the MSA of 2.5 million, and it is an attractive leisure and 


business destination. It ranks 9th in the United States in boardings, and America West, with a 
Phoenix hub, is likely to be a provider of at least some of the nonstop services. 


Reng 


A willing carrier is poised to provide nonstop service to Vancouver as soon as permitted, 
completing Reno's pattern of nonstop service to all the major West Coast cities of North 
America. Service to Calgary is likely to follow quickly. 


ichmon 


Situated just outside the automatic approval range of the Regional Notes, Richmond would 
receive immediate Toronto service under a liberal agreement. 


San Jose 


Located in the heart of Silicon Valley, America's high technology capital and home to much 
of the United States venture capital industry, San Jose would receive immediate nonstop 
service to Calgary and Toronto, with possible onestops to Edmonton and Ottawa and/or 
Montreal, respectively. 


Washington/Baltimore 


In 1992, O&D traffic between Canada and the Washington-Baltimore area amounted to nearly 
a quarter of a million passengers, but the potential with better service is estimated at three to 
five tumes that, up to 1.25 million or more. Toronto, and even Montreal, have the potential to 
become among the area's largest North American markets. Vancouver, especially given its 
Pacific gateway status, should support at least one daily widebody. If Washington's 
downtown airport, National, is opened to transborder service, multiple daily nonstops will 
begin flying to Toronto, Montreal, and Ottawa (assuming resumption of preclearance in 
Ottawa) immediately. 


Service at the area's other two airports, Baltimore/Washington National (BWI) and 
Washington Dulles, will depend in part on National's status. At a minimum, BWI will have 
jet service to Toronto (Toronto service now is restricted to turboprops) and more Montreal 
frequencies, in addition to its existing Ottawa service, while Dulles will commence Montreal 
and Ottawa nonstops and have greatly improved service, including jets, to Toronto. At least 
one airport, maybe both, will have jet service to Vancouver. If National remains closed to 
transborder service, more traffic and service will flow to Dulles and BWI. 


ah, The Immediate Economic Impact 


The entire ten-plus billion dollar loss inflicted annually on the Canada/United States economy 
by the present restrictive regime will not be reversed completely overnight. But just the new 
services cited above for which immediate implementation is expected will account for 
approximately half that amount. 
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Based on U.K. Civil Aviation Authority estimates for London's Heathrow Airport, and its own 
estimates of the value of transoceanic service’, USA-BIAS conservatively estimates the value 
of each daily nonstop service in added economic activity at $125 million annually at each end 
of the route. Based on that estimate, the services above, counting only net additions expected 
to be implemented immediately and no more than one daily per route, for a total of 20-24, 
will add five to six billion dollars annually to the North American economy. 


An open transborder regime's total economic benefit, including all communities on both sides 
of the border, will be much greater, even in the short run. 


' Kurth & Company, Inc., Better International Air Service: Economic Base and 
Economic Benefits, 1990. 
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Air Cargo Management Group 

Air Courier Conference of America (ACCA) 
Airborne Express 

AIT Freight Systems, Inc. 

Alaska International Airport System 
American Cargo Handling Equipment 
American International Airways 
Arrow Airways, Inc. 

British Aerospace, Inc. 

Burlington Air Express 

Colography Group 

Emery Worldwide, A CF Company 
Evergreen International Airlines 
Express One International 

Federal Express Corporation 
FIDC/Fairbanks International Airport 
Kitty Hawk Group 

The Campbell Aviation Group, Inc. 
Metropolitan Washington Airports Authority 
Northern Air Cargo 

Roadway Package Systems, Inc. 
Ryan International Airlines, Inc. 
Southern Air Transport 

United Parcel Service 

World Aviation Directory 


Cli STATE 


Seattle, WA 
Washington, DC 
Seattle, WA 

Elk Grove, IL 
Anchorage, AK 
Denver, CO 
Ypsilanti, MI 
Miami, FL 
Washington, DC 
Irvine, CA 
Marietta, GA 
Palo Alto, CA 
McMinnville. OR 
Dallas, TX 
Memphis, TN 
Fairbanks, AK 
Dallas/Ft. Worth. TX 
Alexandria, VA 
Washington, DC 
Anchorage, AK 
Pittsburgh, PA 
Wichita, KS 
Miami, FL 
Louisville, KY 
Washington, DC 


Steondn A. Alterman, President 
Air Freight Asscc:ation 


ASSOCIATION OF CANADIAN AIRPORT COMMUNITIES 


CALGARY 

Don Brownie (Chairman ACAC) 
D.M. Brownie & Associates 

1960 540 Sth Street, SW 

Calgary, Alberta T2P 0M2 

(403) 266-6716 


EDMONTON 

Geoff Hutchison 

Edmonton Regional Airports Authority 
P.O. Box 9860 

Edmonton, Alberta T5J 2T2 

(403) 890-8324 


HALIFAX 

Walter Johnson Jr. 

HC 89 Box 80A 

Fuller Hill Road 

Downsville, New York 13755 
(607) 363-7836 


HAMILTON 
Samuel L. Kincaid 
Airport General Manager 


Hamilton A/P, Suite 2206, Air Terminal Bldg. 


9300 Airport Road 
Mount Hope, Ontario LOR |W0O 
(905) 679-4151 


MONTREAL 

Paul Benoit 

Aeroports de Montreal 

Suite 2100 

1100 Rene Levesque Blvd. West 
Montreal, Quevec H3B 4X8 
(514) 394-7251 


OTTAWA 

Keith McGruer 

Ottawa-Carleton Economic Dev. Corp. 

Box 50 350 Albert Street, Suite 1720 

Ottawa, Ontario KIR 1A4 

(613) 236-3500 
/ 


Don Brownie 
Chairman 
Association of Canadian Airport Communities 


OTTAWA 

Len Potechin 

The Regional Group of Companies 
200 Catherine Street, 6th Floor 
Ottawa, Ontario K2P 2K9 

(613) 230-2100 


David Gavsie 

Ottawa Int'l. Airport Auth. Planning Company 
c/o 1600-45 O'Connor Street 

Ottawa, Ontario K1P 1LA4 

(613) 780-8686 


WINNIPEG 

Sandy Hopkins 

Winnipeg Airport Authority Inc. 

c/o 3rd Floor, 2000 Wellington Avenue 
Winnipeg, Manitoba R3H 1C2 

(204) 987-2020 


VANCOUVER 

Gerry Bruno 

Vice President, Marketing 

Vancouver International Airport Authority 
P.O. Box 23750 

Airport Postal Outlet 

Richmond, British Columbia V7B 1Y7 
(604) 276-6500 


OBSERVER 

Dave Frank 

Horizon Pacific Ventures Limited 
#3-5648 Imperial Street 

Burnaby, British Columbia V5J 1E9 
(604) 435-5599 


USA-BIAS 


United States Airports for Better International Air Service 
Telephone: (703) 661-8040 
a) Facsimile: (703) 661-8624 


N.A. Berthol fi, of A.A.E. President 

Aviation Directo Memphis-Shelby C 
Sky Harbor International Airport venir feneeescamnay PAD aE ae) 
Phoenix, Arizona 


2 ae 


David L. Blackshear, A.A.E. 
Executive Director 

Richmond International Airport 
Richmond, Virginia 


Acting Director. Department of Port Control 
) Cleveland Hopkins International Airport 


Robert UC. Braun 
Director of Airports 


Detroit Metropolitan Wayne County Airport 
Detroit, Michigan 


Georg : 
Ve Executive Director 


L.N.A.A. A-B-& International Airport 
} <3 j Ee. Ve Allentown, Pennsylvania 


Robert N. Broadbent 
Director 


McCarran International Airport = 
Las Vegas, Nevada OG: ce 


Jetfrey P. Fegan 
Executive Director 
Dailas-Ft. Worth International Airport 


Dalilas-Ft. Worth, Texas 
onn P. Brockley 
Director of Aviation 
eS Porteor Portland +-(PDX) 
Portland, Oregon 


we 


USA-BIAS 


United States Airports for Better International Air Service 
Telephone: (703) 661-8040 
Facsimile: (703) 661-8624 € 


Minneapolis-St. Paul Metro. Airport Comm. 


Minneapolis, Minnesota 


/ 
fo Gee 
Ue ( 2H/ 
Gary W. LeTeilier, A.A.E. 


Executive Director 
Greater Orlando Aviation Authority 


eo 
A 


Edward Levell, Jr. 

Director of Aviation 

New Orleans International Airport 
New Orleans, Louisiana 


(oer. 


Emil H. Frankél 

Commissioner | 
Connecticut Department of Tradsportation 
Wethersfield, Connecticut 


U5. 2 Nahe 


Theodore E. Mathison 
Administrator 

Maryland Aviation Administration 
BWI Airport, Maryland 


\ es 


Daniel C. Orcutt 

Executive Director 
Indianapolis Airport Authority 
Indianapolis, Indiana 


Leo J. Schefer 
President 
Washington Airports Task Force 
Washington, O0.C. 


enneth R. Scott 
Executive Director 
Norfolk Airport Authority 
Norfolk, Virginia 


‘- USA-BIAS 


‘fie United States Airports for Better International Air Service 
Telephone: (703) 661-8040 
ey) Facsimile: (703) 661-8624 


i) ae We 


hn D. Solomon, A.A.E. Robert C. White, Executive Director 


Director Airport Authority of Washoe County 
Aviation Department Reno Cannon International Airport 
Reno, Nevada 


Kansas City, Missouri 


hile 6 7macl. 
alph*’G. Tonseth 


R 
Director of Aviation 
San Jose International Airport 
San Jose, California 


ames A. Wilding 


J 
\ eral Manager 


Mdtropolitan Washington Airports Authority 
Washington, O.C. 


Richard M. Vacar 

Executive Director Director, of Aviation’ — 
Sarasota Bradenton International Airport Dayton International Airports 
Sarasota, lonida Dayton, Ohio 
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il, GENERAL 


AGENDA 


DATE: Thursday, May 12, 1994 
TIME: 8:30 o'clock a.m. 
PLACE: Hamilton Airport Terminal Building 


a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the April 14, 1994 meeting of the Hamilton Region Airport 
Management Board 


Pap CONSENT AGENDA 


Pek Sublease Renewal - Tilden Car Rental Inc. 


a) 


That the application of Tilden Car Rental Inc. to renew their current 
sublease consisting of 3.25 square metres of counter space in the 
terminal building, and six (6) car park spaces located east of the 
terminal building, be approved, subject to the following: 


i) 


ii) 


That the applicant enter into a sublease for the term of one (1) 
year commencing on the 1st day of August, 1994 and thereafter 
from year to year, but in no event to exceed five (5) years; 


That the rental rate for 3.25 square metres of counter space be 
established at $441.15 per square metre per annum, and the 
rental rate for six (6) car park spaces be established at $13.45 
per car per month, plus a 10% administrative /maintenance fee, 
plus 7% GST, resulting in an annual renal rate of $2,827.31, 
which is to be paid in monthly instalments of $235.61, plus 
realty taxes, commencing August 1, 1994 and subject to any 
future Transport Canada rental rate increases; 


Hamilton Region Airport Agenda May 12, 1994 : 
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iii) That the monthly rent for the counter space be credited to 
Office and Shop Space, Account No. 1-46007-343199, and the 
related car park spaces be credited to Car Parking - Car Rental 

~ Account No. 1-45019-343199, and that the monthly Administra- 
tion/Maintenance fee be credited to Account No. 1-45137- 
343199; 


iv) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


v) That a ninety-day (90) termination clause be included in the 
sublease for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Sublease on behalf of the Region, in a form 
satisfactory to the Commissioner of Legal Services.. 


pee For the Information of the Committee: 


a) Hamilton Airport - Budget Exception Report - January to March 31, 
1994 (AIR 94-023) . ; 


b) First Quarter Report - Landing Fees 1993/1994 (AIR .94-025) 
c) First Quarter Report - Passenger Totals 1993/1994 (AIR 94-026) 
d) Job Creation - Hamilton Airport (AIR 94-027) 


e) Draft Minutes of the April 14, 1994 meeting of the Transport Canada 
Negotiations Sub-Committee 


f) Council approval of recommendation respecting the Strategic Plan 


g) Letter of Appreciation from Federal Express Canada for work of 
airport crews during the past winter 


Hamilton Region Airport Agenda May 12, 1994 
Management Board 


> 3: DISCUSSION AGENDA 
3.1 Time of June 9 Meeting 


See Discussion of Consent Items 


4. ADJOURNMENT 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, April 14, 
1994 in the Hamilton Airport Terminal Building. 


Present: 


Absent with regrets: 


Also present: 


1; GENERAL 


Chairman K. Gregg 

Vice Chairman O. Boris 

Councillors G. Etherington, R. Wade; J. Mongeon, J. Monaco, 
J. Skelton 


Regional Chairman R. J. Whynott - Vacation 
Councillor H. Merling - Personal Business 
Councillors D. Agostino, D. Wilson - City Business 


L. Culver 


Councillor F. Macintyre 
Messrs. S. L. Kincaid, B. MacSween, J. Fudge; 
Mmes. S. Renshaw, J. Furlani, M. Thompson, C. Biggs 


a) Declaration of NR re: Municipal Conflict of Interest Act: None 


b) Minutes of the March 10, 1994 meeting of the alco Region Airport 
Management Board 


(Wade/Etherington) 
Be received and adopted as presented. CARRIED. 


Items 2.4(a) and 2.4(b) were moved to the Discussion Agenda. 


Dep CONSENT AGENDA 


(Mongeon/Monaco) 


PEA Canadian Corps of Commissionaires - Contract Renewal (AIR 94-020) 


a) 


b) 


That the Canadian Corps of Commissionaires contract be extended to 
supply security services at Hamilton Airport; 


That the Airport General Manager be authorized and directed to issue 
a requisition for a purchase order to the Canadian Corps of 
Commissionaires to provide security services for Hamilton Airport for 
the period of April 1, 1994 to March 31, 1995 in accordance with the 
Supply and Services Canada National Master Standing Offer - 
Commissionaire Services, at a cost of approximately $185,075.52 (PST 
included and GST extra), to be paid in bi-weekly instalments, and 
charged to Airport Commissionaires Account No. 1-56927-343100. 
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2.2. Lease Renewal of Equipment at Hamilton Airport from Transport Canada 
(AIR 94-015) 


That the Regional Chairman and Regional Clerk be authorized and directed 
to execute Lease No. T-2411 between the Region and Her Majesty the 
Queen, in Right of Canada represented by the Minister of Transport, to cover 
the use of various equipment pertaining to Canadian Airports Pass System, in 
consideration of the sum of One Dollar ($1.00). 


2.3. Licence Agreement - Bay King Motors (1968) Ltd. (AIR 94-016) 


a) That the request by Bay King Motors (1968) Ltd. to secure parking 
spaces at Hamilton Airport for 125 vehicles be approved, subject to the 
following: 


i) That the Region enter into a Licence Agreement with Bay King 
Motors (1968) Ltd. for the purpose of parking a maximum of 
125 vehicles at the Airport for an undetermined length of time, 
as approved by the Airport Operations Manager; 


ii) That the rate be established at $10 per car per month, plus 7% 
GST, resulting in an annual amount of $16,050 to be paid in 
monthly instalments of $1,337.50; — 


iii) | That all revenues received be credited to Recoverable Services 
Account No. 1-45027-343199; 


iv) That Bay King Motors (1968) Ltd. arrange for the necessary 
insurance on the motor vehicles and provide proof of coverage. 
Other insurance shall be delivered to the Airport as may be 
required by and be satisfactory to The Regional Municipality of 
Hamilton-Wentworth's Insurance Co-ordinator. At a minimum, 
Commercial General Liability Insurance shall be provided with 
a $2 million limit per occurrence, with the Region and 
Transport Canada as named insureds, together with Automobile 
Liability at $1 million per accident. Policies must include 
Notice of Cancellation requirement to the Region of not less 


than thirty (30) days; 
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v) That in addition to the insurance requirements, Bay King 
’ Motors (1968) Ltd. agrees to accept all responsibility for the 
vehicles and confirms that neither the Region nor any of the 
Airport administration staff or management shall be responsible 

for any damages, vandalism, loss or other harm occasioned in 

any manner whatsoever to the vehicles while situated at the 
Airport. Furthermore, nothing shall obligate the Region to 
supervise the vehicles or provide for their care while situated on 


the Airport; 


vi) | That Bay King Motors (1968) Ltd. agrees to indemnify and save 
harmless the Region, Airport Administration and Airport staff 
from any and all claims and liability arising in consequence of 
this permission and the parking of vehicles by Bay King Motors 
(1968) Ltd. at the Airport and the presence of such vehicles at 


the Airport; 


vii) That no vehicle servicing, repairs or other work shall be 
performed without the Operation Manager's consent; 


viii) That the Region may terminate this permission with or without 
cause at any time on not less than three (3) days written notice; 


ix) That notification be sent to the Operations Manager for each 
shipment of cars to the Airport for storage; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Licence Agreement on behalf of the Region. 


2.4 For the Information of the Board: 
That the following items be received: 


c) Airport Accounts Receivable Over 90 Days as at March 30, 1994 


d) Correspondence from Mr. B. Cameron, CBC Evening News, in 
response to correspondence forwarded from the Airport General 
Manager CARRIED as amended. 
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3; DISCUSSION AGENDA 


oe 


3:2 


O73 


Bilateral Air Agreement Talks (AIR 94-021) 


(Wade/Mongeon) 

a) That the position of the Association of Canadian Airport Communities 
(ACAC) and the United States Airports for Better International Air 
Service (USA-BIAS) with regard to the See ay of Bilateral Air 
Agreement talks, be supported; 


b) That a letter indicating this support be sent to the Minister of 
_ Transport, the Honourable Douglas Young, and to the Secretary of the 

U. S. Department of Transportation, Mr. Federico Pena. 
CARRIED. 


Strategic Plan for Hamilton Airport 
(See Information Item 2.4(a)) 


(Wade/Boris) 

a) That the Terms of Reference attached to the Minutes of the Transport 
Canada Negotiations Sub-Committee meeting of March 30, 1994 with 
respect to the Strategic Plan for Hamilton Airport be approved, and 
the Airport General Manager be authorized and directed to invite 
proposals from firms that have been pre-qualified; 


b) That responsibility for the Strategic Plan be left with the Transport 
Canada Negotiations Sub-Committee, who will report regularly to the 
Airport Management Board. CARRIED. 


Discussion of Consent Items 


2.4a) Minutes of the March 30, 1994 meeting of the Transport Canada 
Negotiations Sub-Committee 


2.4b) Minutes of the March 30, 1994 meeting of the Marketing Sub- 
Committee 


(Wade/Etherington) 

That the Minutes of the March 30, 1994 meetings of the Transport Canada 
Negotiations Sub-Committee and the Marketing Sub-Committee, be 
received. CARRIED. 
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NEW BUSINESS #1 


Control Tower Hours of Operation - Hamilton Airport (AIR 94-019) 


~(Wade/Skelton) 
That Report AIR 94-019 respecting Control Tower Hours of rote - 
Hamilton Airport, be received. CARRIED (Attachment) 


NEW BUSINESS #2 
Jetstream International Airlines dba US Air Express (AIR 94-022) 
(Mongeon/Boris) 
That Report AIR 94-022 respecting Jetstream International Airlines dba US 
' Air Express, be received. CARRIED (Attachment) 


On motion (Wade/Skelton) the Board moved In Camera. CARRIED. 
On motion (Wade/Skelton) the Board reconvened in Open Session. CARRIED. 


4.1 Southern Ontario Aviation Inc. (LS 94-019) 


(Wade/Skelton) | 
That Report LS 94-019 respecting Southern Ontario Aviation Inc., be 
received. CARRIED. 


NEW BUSINESS #3 
Southern Ontario Aviation Inc. (LS 94-022) 
(Wade/ Skelton) 


That Report LS 94-022 respecting Southern Ontario Aviation Inc., be 
received. CARRIED (No Attachment) 


On motion (Mongeon/Monaco) the Board adjourned at 9:10 a.m. CARRIED. 


Chairman 


Secretary 


N. B. #1 


REGION OF HAMILTON-WENTWORTH € 
- INFORMATION - 
DATE: 1994 April 7 
040-002 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


- SUBJECT: Control Tower Hours of Operation - Hamilton Airport 
_(ATR.94-019) 


+ 


—= S eS 


S.L. Kincaid, Airport General Manager 
BACKGROUND: . € 


Transport Canada has advised that for a trial period for the month of April 1994 the Hamilton 
Airport Control Tower will be staffed and operated 24 hours per day, seven days per week. 


N. B. #2 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 April 11 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
' Airport General Manager 


SUBJECT: Jetstream International Airlines dba USAir Express 
94-022) 


*L. Kincaid, Airport General Manager 
BACKGROUND: 
The Airport Management Office is in receipt of a letter from Jetstream International Airlines, 
Inc. dba USAir Express advising that effective May 8, 1994, they will begin covering the 
schedule from Pittsburgh to Hamilton now covered by Chautauqua Airlines a USAir Express 


affiliate carrier. (Please refer to the attached letter.) 


A comparison of the old and new flight schedules for USAir Express is also attached. 
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Operated by 


Jetstream International Airlines, Inc. 


3401 Park Center Dr., Suite 290 


Dayton, Ohio 45414 
(513) 454-1116 
FAX: (513) 454-0653 


Mr. Sam Kincaid, Airport Manager 
Hamilton Airport | 
9300 Airport Road, Suite 2206 


S 1 

; A at ae) 
: | pase ch cal 
pCa et 


Hamilton, Ontario Canada LOR1 WO 


March 24, 1994 


Dear Mr. Kincaid: 


Effective May 8, 1994, Jetstream International Airlines dba USAir Express will begin covering the 
schedule from Pittsburgh to Hamilton now covered by Chautauqua Airlines a USAir Express 
affiliate carrier. 


Unlike Chautauqua Airlines which is a affiliate carrier, Jetstream International Airlines is a wholly 
owned subsidiary of the USAir Group along with Jetstream's sister company USAir, Inc.. We are 
a Pennsylvania company with our corporate headquarters in Dayton, Ohio. 


— 
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Our schedule to/from Hamilton will be as follows: 


From 
YHM 


Fit. No. 
4044 
4045 
4046 
4047 


4045 
4046 
4047 


Dept 


0615 
inal 


1510 


1905 


0945 
1340 
1730 


Arrive 
0725 
1225 
1620 
2015 


1055 
1450 
1840 


Freq. 
i, 


x6 


a 


PIT YHM 4048 PENA) 2235 x6 


Flights to and from Hamilton are scheduled to be flown with our 19 passenger British Aerospace 
3100 aircraft; featuring a stand-up cabin that is pressurized. The BAe-3100 "Jetstream" aircraft 
meets or exceeds all noise abatement regulations currently in place. 


Please let me know if you require any additional information. 


Sincerely, 


va 
(es eee a 


Peter Crane 
Manager, Customer Service Administration 


c: J. Albrecht 
T. Keuscher 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 May 3 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 
SUBJECT: Sublease Renewal - Tilden Car Rene Inc. 
(AIR 94-024) 
RECOMMENDATION: 
a) That the application of Tilden Car Rental Inc. to renew their current sublease consisting 


of 3.25 square metres of counter space in the terminal building, and six (6) car park 
spaces located east of the terminal building, be approved subject to the following. 


1) That the applicant enter into a sublease for the term of one (1) year commencing 
- on the Ist day of August 1994 and thereafter from a to year but in no event 
tOnexceed ive (Os years: 


il) That the rental rate for 3.25 square metres of counter space be established at 
$441.15 per square metre per annum, and the rental rate for six (6) car park 
spaces be established at $13.45 per car per month, plus a 10% 
administrative/maintenance fee, plus 7% G.S.T. resulting in an annual rental rate 
of $2,827.31 which is to be paid in monthly instalments of $235.61, plus realty 
taxes, commencing August 1, 1994 and subject to any future Transport Canada 
rental rate increases; 


111) That the monthly rent for the counter space be credited to Office & Shop Space, 

_ Account No. !-46007-343199, and the related car park spaces be credited to Car 

Parking - Car Rental Account No. 1-45019-343199 and that the monthly 
Administration/Maintenance fee be credited to Account No. 1-45137-343199; 


IV) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


Vv) That a ninety (90) day termination clause be included in the sublease for both 
parties; - 


aoe 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the Sublease on behalf of the Region in a form satisfactory to the Commissioner of Legal 
Services. 


. Kincaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our Finance Department that Tilden Car Rental Inc. are in a current 
standing with the Region. 


BACKGROUND: 


The Airport Administration office is in receipt of a letter from Mr. W. Bruce Tilden, Vice 
President, Corporate & Business Development for Tilden Car Rental Inc., requesting the renewal 
of their current sublease at Hamilton Airport. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Bran McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


@. 
PRentai Inc. 


250 Bloor Street East 
Suite 1300 
Toronto, Ontario 
M4W 1E6 

(416) 922-2600 
(416) 922-4887 (Fax) 


March 22, 1994 


Ms Mirella Thompson 

Airport Lease/Invoice Coordinator 

The Regional Municipality of Hamilton-Wentworth 
Hamilton Airport 

Mount Hope, Ontario 

LOR 1WO 


Dear Ms Thompson: 


Re: Hamilton Airport Sublease No. 141750 
Tilden Car Rental Inc. 
01 August 1993 to 31 July 1994 


In accordance with Article 25 of the referenced Sublease, Tilden Car Rental Inc. hereby gives 
notice of its desire to renew this Sublease for an additional twelve (12) month term with a right 
to terminate by giving ninety (90) days prior written notification. 


Yours truly, 
TILDEN CAR RENTAL INC. 


W. Bruce Tilden 
Vice President 
Corporate & Business Development 


ee Roger Wilkinson, Vice President & General Manager 
Angelo Martini, Manager - Hamilton 


“gh 


The expenditures and revenues for January to March, 1994 for the Non-subsidized Airport 
Budget have been reviewed. The following are the variances: 


(F - Favourable, U - Unfavourable) 


1994 

Budget Variance 
EXPENDITURES 
No variances 
REVENUES 
46007-344101 - Office and Shop Space 5,000 (2,600) (U) 
Regionally owned offices currently not completely 
leased out. 


You will note on the Summary of Variances of the Non-subsidized Airport Budget that the 
forecasted unfavourable variance will be $2,600 by year-end, thereby causing the net cost to 
increase from the approved $99,300 to $101,900. 


In the meantime, airport staff is continuing negotiations with Transport Canada for final 


approval-in-principle for the 1994 Hamilton Airport Operations and Maintenance Budget. Once 
this approval has been granted, the Board will be advised. 


Ce: J. DiBattista, Finance Department 
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BUDGET EXCEPTION RERORa 
PROGRAM VARIANCE DETAIL 


Reporting Period: March 31 > 1994 


Expenditure Variance - Please Explain 


HITT 


Total Expenditure Variance 


Revenue Variance - Please Explain 


46007-344101. ; 5,000 


Office and Shop Space 


Regionally owned offices not 
completely leased out 


Total Revenue Variance 


Total Program Variance 


Recommended Action To Be Taken: 


No action. 


Program Manager: 


Department: 
Program: 


Favourable/ 
(Unfavourable) 
Variance 
To Date 
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Airport _ 
Non-subsidized Airport Budget 


Favourable / 
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Forecast for Y/E 
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> REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 April 22 
130-010. 1 
REPORT TO: Chairman and Members 


Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: First Quarter Report - Landing Fees 1993/1994 
IR 94-025) 


yaCaid, Airport General Manager 


BACKGROUND: 


Attached to this report is the Hamilton Airport Comparative Analysis - Landing Fee Revenue 
for 1993/1994. 


You will note that the landing fees up to March 1994 is $146,691.53 as compared to 
01275175.40 in) 1993 an increase: of 319)513.13. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - | 


DATE: 1994 April 22 
120-001 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: First Quarter Report - Passenger Totals 1993/1994 
(AIR 94-026) 


Mficaid, Airport General Manager 


ACKGROUND: 
Attached to this report is the Hamilton Airport Passenger Embarkation Totals for 1993 and 1994, 


The total figures represent passengers departing from this airport only. For passengers 
embarking and disembarking the total should be doubled. 


You will note that the total passenger embarkation for the first quarter of 1994 is 4,258 as 
compared to 6,676 for 1993, a decrease of 2,418. 


HAMILTON AIRPORT PASSENGER EMBARKATION TOMAS 


1993 
Airline Jan93. Feb93  Mar93  Apr93  May93 Jun93 Jul93  Aug93 Sept 93 Oct93  Nov93 Dec 93 
USAir Express 1111 1209 1292 1181 1125 1071 768 882 1090 1296 1237 1137 
Air Laurentian 358 343 505 474 484 504 381 410 404 429 455 338 
Pem Air 198 167 142 0 0 0 0 0 0 0 0 0 


Northwest 467 412 472 422 360 401 348 380 @139 0 0 0 
Airlink : 


Airline Jan94 Feb94 Mar94 Apr94 May94 Jun94 Jul94 Aug 94 Sept94 Oct94 Nov 94 Dee 94 


USAir Express 1039 980 1175 0 0 0 0 0 0 0 0) 0 


Air Laurentian 349 338 S77 0 0 0 0 0 0) 0) 9) 0 


Ad 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 April 29 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
' Airport General Manager 


SUBJECT: Job Creation - Hamilton Airport 
4-027) 


Mficaid, Airport General Manager 
BACKGROUND: 

With the new airline and courier activity at the Hamilton Airport there has ‘been substantial 
increase in employment at this locale in the past month. The jobs that have been created are a 


mixture of part time and full time. 


The following is a breakdown of new jobs at Hamilton Airport: 


Company Name # of Jobs 

Kelowna Flightcraft and Allcanada Express 56 (Pilots and Techs) 
Purolator Courier Ltd. 49 

Contract Trucking 10 (Estimated) 

Other Airlines and Airport Tenants 1 es) 

Transport Canada 12 


TOTAL NEW JOBS CREATED: 133 


A.a(e) 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 
TRANSPORT CANADA NEGOTIATIONS SUB-COMMITTEE 


The Hamilton Region Airport Management Board Transport Canada Negotiations Sub- 
Committee met at 9:00 a.m. on Thursday, April 14, 1994 at the Hamilton ppt 
Boardroom (Room 1122). . 


Present: Mr. K. Gregg, Chairman 
Councillor R. Wade 
Mr. O. Boris 
Mr. J. Monaco 
Mme. J. Mongeon 


Absent with Regrets: Chairman R. Whynott 

Also Present: Councillor G. Etherington, Messrs. J. Skelton, 
S. Kincaid and Mme J. Furlani 

ile GENERAL 


a) Minutes of the March 30, 1994 meeting of the Hamilton Region Airport 
Management Board Transport Soli Negotiations Sub-Committee. 


(Wade/Boris) 
Be received and adopted as presented. . . CARRIED. 


WwW 


DISCUSSION AGENDA 
2.1 Hamilton Airport Strategic Plan 


Samue! L. Kincaid advised that the Draft Terms of Reference have been 
received by the Ministry of Transportation of Ontario. The Ministry will 
meet to discuss this matter today (April 14, 1994). 


The Draft Terms of Reference for the Strategic Plan are being presented at 
the next Economic Development and Planning Committee scheduled for April 
25, 1994 at 1:30 p.m. The Sub-committee advised staff to request that the 
Transport Canada Negotiations Sub-committee appear as a delegation with 
respect to this item. 


oe NEW BUSINESS 
Seal Local Airport Authority (L.A.A.) 


The Sub-committee requested that staff provide a copy of the Transport | 
Canada Administration Procedures to be taken in order to become an L.A.A. 


Hamilton Region Airport Management Minutes April 14, 1994 
Board Transport Canada Negotiations 
Sub-committee 


The Sub-committee also requested that Legal Services. staff make an 
application through the Freedom of Information Act to obtain copies of lease 
agreements for all LAA airports in Canada, i.e. Vancouver, Winnipeg, etc. 


3.2 Highway 6 (New) 
Councillor R. Wade advised that there will be an Open House for the 
Interchange of Highway 403 to New Highway 6 on April 20, 1994 at Meritt 


Hall in Ancaster between the hours of 2:00 p.m. to 4:00 p.m. and 7:00 p.m. 
to 9:00 p.m. 


On motion (Monaco/Mongeon) the Hamilton Region Airport Management Board Transport 
Canada Negotiations Sub-Committee adjourned at 10:00 a.m. 


Chairman 


Secretary 


OFFICE OF THE REGIONAL CLERK 


MEMORANDUM 


RERKEKEKKEKKKKEKKKKKKKKKKKEKRKKEKEKKKEKRKKKKRKKKKEKKKHKEKKKKKKKKKKKK KKK KKKKKKKKKK KK 


TO: Sam Kincaid 
Airport General Manager 
Hamilton Airport 


Nick Catalano 
Director of Economic Development 
Economic Development Department 


FROM: Mary Gallagher 
Legislative Assistant PHONE:- (905) 546-4304 
Office of the Regional Clerk 


SUBJECT: Economic Development and Planning Committee 
Report 6-94, Item 9 DATE: 1994 May 4 


Subjoined, please find Item 9 of Report 6-94 of the Economic Development and Planning 
Committee which was approved by Regional Council at its meeting held on Tuesday, May 
3, 1994. . 


Would you please take the necessary steps to execute the directions of Regional Council 
with respect to this item. 
mA 
mg 
GC: C. Biggs, Legislative Assistant 


a Strategic Plan for Hamilton Airport 


a) That the Terms of Reference attached to the Minutes of the Transport 
Canada Negotiations Sub-Committee meeting of March 30, 1994 with respect 
to the Strategic Plan for Hamilton Airport be approved, and the Airport 
General Manager be authorized and directed to invite proposals from firms 
that have been pre-qualified; 


b) That responsibility for the Strategic Plan be left with Transport Canada 
Negotiations Sub-Committee, who will report regularly to the Airport 
Management Board. 


c) That a staff member of the Economic Development Department be appointed 
to assist with the Strategic Planning Process. Item 3.1 


DATE: April 06, 1994 TO: Mr. Barry MacSween 


Federal Express Canada Lid. 
32 Keefer Coun 
Hamilton, Ontario L8E 4V4 


Telephone: (416) 578-8800 
Facsimile: (416) 578-8856 cc: Sam Kincaid 


Paul Santor 


FROM: Ryan Bridge 
SUBJECT: Letter of Appreciation 


The winter of 1993/94 has been full of challenges for all of 
us at Hamilton Airport. Frigid temperatures, ice storms, and 
severe snow storms had a major impact on all of our 
operations. Without the hard work and dedication of your 
airfield maintenance crew the impact of this past winter. 
could have been disastrous for us. Despite the adverse 
conditions your crew showed professionalism, dedication, 

and a willingness to put in the effort necessary to ensure 
all aircraft were able to operate ina safe and efficient 
Manner in and out of YHM. 


Federal Express Canada prides itself in providing our 
customers with the best service possible, it is nice to see 
this returned to us. Please pass on our thanks and 
appreciation to all of your crew. 


Sincerely, 


Feng. 


Ryan Bridge 
Ramp Manager / YHM 
FEDERAL EXPRESS CANADA 


URBAN/MUNICIPAL 


CAZ ONHW Lés 
HIS 
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HAMILTON REGION AIRPORT MANAGEMENT BOARD 
AGENDA 
DATE: Thursday, June 9, 1994 
TIME: 10:00 o’clock p.m. 
PLACE: Hamilton Airport Terminal Building 
GENERAL 


a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the May 12, 1994 meeting of the Hamilton Region Airport 
Management Board 


C) Minutes of the May 26, 1994 meeting of the Hamilton Region Airport 
Management Board 


CONSENT AGENDA 
2.1 User Fee By-law No. R94-040 Amendment - Hamilton Airport (AIR 94-030) 
a) That Regional By-law No. R94-040 to initiate 1994 Airport Fees and 
Charges for services provided by the Regional Municipality of 
Hamilton-Wentworth be amended to reflect the increases established 
under the Air Services Charges Regulations (ASCR) as published in 
the Canada Gazette Part I on February 26, 1994, and subsequently 
approved by the Minister of Transport, effective May 1, 1994; 


b) That the amendments contained in Schedule 1, as attached to Report 
AIR 94-030, be implemented effective May 1, 1994. 


ips For the Information of the Board: 
That the following items be received: 


a) Airport Accounts Receivable Over 90 Days as at May 27, 1994 


Hamilton Region Airport Agenda June 9, 1994 


Management Board 


b) 


Correspondence from Chairman R. J. Whynott to Councillor Colin 
Best, Town of Milton, respecting air transportation and local airport 
authorities 


3. DISCUSSION AGENDA 


je Sublease of a Portion of Airport Development Lot C13 to Canadian Warplane 
Heritage (AIR 94-031) 


a) 


That the application by Canadian Warplane Heritage (the Lessee) to 
sublease a portion of Lot C13 at Hamilton Airport for the purpose of 
constructing and operating a military aviation museum and associated 
facilities (the Building) and for the purpose of constructing and using 
a taxiway (the Taxiway) over a portion of Lot C12, be approved, 
subject to the following: 


i) That the term of this sublease shall commence upon the 
complete satisfaction of all the following requirements: 


aa) the Lessee providing written evidence satisfactory to the 
Commissioner of Finance for the Region, that the 
Lessee possesses the financial means and resources tc 
satisfy its financial obligations with respect to the 
funding of the Project under the Canada-Ontario 
Infrastructure Program; 


bb) the Region receives the written approval of the Canada- 
Ontario Infrastructure Program Management Committee 
with respect to the Application for funding under the 
Program; 


all of which events shall be satisfied by no later than August 1, 
1994, and the Term shall continue thereafter and shall cease on 
the 30th day of March, 2036, provided however, that where such 
events are not satisfied prior to August 1, 1994, the Term of 
this sublease shall not commence and this sublease shall be 
rendered null and void; 


Hamilton Region Airport 


Management Board 


ii) 


iii) 


vii) 


Agenda June 9, 1994 


That the Annual Base Rent Rate for this approximately 44,000 
square metres of land, with the exact area to be determined by 
survey, be payable upon completion of the Building, the Taxi- 
way and related facilities and thereafter for the remainder of 
the first five-year period of the Term at $1.40 per square metre 
per annum in accordance with the Region's Airport User Fee 
By-law No. R94-040, plus the Airport Administrative / 
Maintenance fee, plus GST to be paid in monthly instalments, 
plus realty taxes; 


That the Annual Base Rent for each subsequent five-year 
period of the sublease shall be adjusted to reflect the then 
current market rent as mutually agreed to by the Region and 
the Lessee, or as determined by independent appraisal. The 
Annual Base Rent Rate so determined would then apply for the 
entire subsequent five-year period, until revised in accordance 
with the foregoing for each subsequent five-year period of the 
erm: 


That the monthly rent for the land be credited to Land Rental 
Account No. 1-46006-343199, and the monthly Administrative/ 
Maintenance Fee be credited to Account No. 1-45137-343199; 


That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in an amount 
or amounts satisfactory to the Region's Supervisor of Insurance 
for each five-year period of the Term, naming the Region and 
Transport Canada as co-insureds; 


That the applicant shall commence construction of the Building 
and Taxiway, as proposed to and approved by Transport 
Canada Land Use Committee, not later than September 30, 
1994, and shall complete construction of the Building and 
Taxiway, aircraft parking apron and all other associated 
facilities, including landscaping, to the satisfaction of the 
Airport General Manager, not later than June 1, 1996; 


That the total project funding shall be in the amount of 
$12,000,000 and that funding responsibility shall be allocated as 
follows under the Canada Ontario Infrastructure Program: 


Hamilton Region Airport 


Management Board 


viii) 


Agenda June 9, 1994 


Federal Government Share $ 4,000,000 
Provincial Government Share 4,000,000 
Regional Government Share 1,000,000 - 
Lessee's Share 3,000,000 
TOTAL PROJECT COST: $12,000,000 


The Lessee agrees that it shall be responsible for project cost 
overruns in excess of $12,000,000 without further obligations or 
responsibility on the part of the Region; 


That upon execution of the sublease, the Lessee shall, in good 
faith, with all due diligence and dispatch, commence all 
necessary actions and use all necessary resources to raise the 
funds necessary to satisfy its obligations and shall actively carry 
out and perform all necessary fund raising activities and shall 
actively, in good faith, market the Lessee's Existing Premises for 
the purpose of the sale of the leasehold interest and 
improvements to a third party purchaser, which shall 
accordingly be released for development; 


That the Lessee agrees with the Region that it shall strictly 
comply with and observe all requirements, stipulations, 
guidelines, directives and time lines designated by the Canada- 
Ontario Infrastructure Program and shall agree to be bound by 
and to perform all obligations, covenants and requirements of 
the Region under the Provincial-Municipal Infrastructure 
Agreement with respect to the construction of the Building, 
Taxiway and related facilities and shall indemnify the Region 
with respect to any and all liability and obligations under the 
Provincial-Municipal Infrastructure Agreement to the extent the 
obligations of the Region relate to this Project; 


That the Region shall grant to the Lessee a non-exclusive and 
non-personal licence to enter upon and over the Taxiway 
situated on Lot C12, subject to compliance with the 
requirements of the Aeronautics Act and the Hamilton Airport 
Rules and Regulations, and the Lessee shall grant to the 
Region a right-of-way in favour of the remaining portion of Lot 


- C13 so as to provide access to the Taxiway in the event the 


remaining portion of the Lot C13 is subsequently developed for 
aviation-related purposes; 


Hamilton Region Airport 


Management Board 
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xi) 


xi) 


Agenda June 9, 1994 


That the Region shall perform, if requested; maintenance 
services for the Taxiway, excepting restoration, repairs or 
upgrading, which shall be performed by the Lessee and all 
maintenance costs incurred by the Region shall be charged to 
the Lessee and any other person using the Taxiway in 
accordance with their respective and proportionate usage of the 
Taxiway; 


That the Lessee shall not assign or sublet its interest under the 
sublease nor shall the Lessee transfer ownership of the Building 
unless the prior written approval of the Region is first obtained, 
which approval may be unreasonably withheld, notwithstanding 
the Landlord and Tenant Act; 


b) That the sublease be in a form satisfactory to the Airport General 
Manager and the Commissioner of Legal Services; 


c) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the sublease. 


3.2 Noise Management - Hamilton Airport (AIR 94-029) 


That Airport staff continue to monitor noise management procedures and 
adherence to those procedures with corrective action taken as appropriate and 
that noise complaints continue to be recorded, investigated and discussed with 
the complainant. 


ADJOURNMENT 


Nb 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, May 12, 
1994 in the Hamilton Airport Terminal Building. 


Present: Chairman K. Gregg 
Regional Chairman R. J. Whynott; Councillors D. Agostino, 
G. Etherington, H. Merling, R. Wade; L. Culver, J. Mongeon, 
J. Monaco, J. Skelton 


Absent with regrets: Councillor D. Wilson - City Business 
O. Boris - Out-of-Town 


Also present: Messrs. S. L. Kincaid; Mmes. S. Renshaw, J. Furlani, 
M. Thompson, C. Biggs ~ 


ik GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 


b) Minutes of the April 14, 1994 meeting of the Hamilton Region Airport 
Management Board 


L. Culver indicated that he wished to be recorded as being on Judicial 
Business for the April 14 Board meeting. 


(Etherington/Culver) 
Be received and adopted as amended. CARRIED. 


Items 2.2(e) and 2.2(f) were moved to the Discussion Agenda. 
Pe CONSENT AGENDA 


(Mongeon/Monaco) 
Za Sublease Renewal - Tilden Car Rental Inc. (AIR 94-024) 


a) That the application of Tilden Car Rental Inc. to renew their current 
sublease consisting of 3.25 square metres of counter space in the 
terminal building, and six (6) car park spaces located east of the 
terminal building, be approved, subject to the following: 


i) That the applicant enter into a sublease for the term of one (1) 
year commencing on the 1st day of August, 1994 and thereafter 
from year to year, but in no event to exceed five (5) years; 


Hamilton Region Airport 
Management Board 
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b) 


ii) 


iil) 


iv) 


v) 


Minutes May 12, 1994 


That the rental rate for 3.25 square metres of counter space be 
established at $441.15 per square metre per annum, and the 
rental rate for six (6) car park spaces be established at $13.45 
per car per month, plus a 10% administrative /maintenance fee, 
plus 7% GST, resulting in an annual rental rate of $2,827.31, 
which is to be paid in monthly instalments of $235.61, plus 
realty taxes, commencing August 1, 1994 and subject to any 
future Transport Canada rental rate increases; 


That the monthly rent for the counter space be credited to 
Office and Shop Space, Account No. 1-46007-343199, and the 
related car park spaces be credited to Car Parking - Car Rental 
Account No. 1-45019-343199, and that the monthly Administra- 
tion/Maintenance fee be credited to Account No. 1-45137- 
343199; 


That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount . 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


That a ninety-day (90) termination clause be included in the 
sublease for both parties; 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Sublease on behalf of the Region, in a form 
satisfactory to the Commissioner of Legal Services. 


For the Information of the Committee: 


a) 


b) 


c) 
d) 


g) 


Hamilton Airport - Budget Exception Report - January to March 31, 
1994 (AIR 94-023) 


First Quarter Report - Landing Fees 1993/1994 (AIR 94-025) 


First Quarter Report - Passenger Totals 1993/1994 (AIR 94-026) 


Job Creation - Hamilton Airport (AIR 94-027) 


Letter of Appreciation from Federal Express Canada for work of 
airport crews during the past winter CARRIED as amended. 


Hamilton Region Airport Minutes May 12, 1994 
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Sp DISCUSSION AGENDA 


epi 


Or 


Time of June 9 Meeting 


The Board agreed to hold the June 9 meeting at 10:00 p.m. in order to give 
the members an opportunity to observe the cargo/courier activities. 


Discussion of Consent Items 


2.2e) Draft Minutes of the April 14, 1994 meeting of the Transport Canada 
Negotiations Sub-Committee 


2.2f) Council approval of recommendation respecting the Strategic Plan 


The Airport General Manager advised that a special meeting of the 
Board would be required to approve the selection of the consultant. 
The Legislative Assistant will contact the members at the appropriate 
time to convene the meeting. 


(Wade/Culver) 

That the Draft Minutes of the April 14, 1994 meeting of the Transport 
Canada Negotiations Sub-Committee and the Council approval of the 
recommendation respecting the Strategic Plan, be received. CARRIED. 


NEW BUSINESS #1 


Airport Accounts Receivable over 90 Days as at April 28, 1994 


(Wade/Agostino) 
That the report respecting "Airport Accounts Receivable Over 90 Days as at 
April 28, 1994", be received. CARRIED. (Attachment) 


NEW BUSINESS #2 


Hamilton Control Tower Hours of Operation 


(Wade/Agostino) 

That the correspondence dated May 4, 1994 from Transport Canada to the 
Airport Tenants and Operators' Committee respecting "Hamilton Control 
Tower Hours of Operation", be received. CARRIED. (Attachment) 
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On motion (Wade/Skelton) the Board adjourned at 9:10 a.m. CARRIED. 


Chairman 


Secretary 


N. B. #1 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


| DATE: April 28, 1994 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT April 28, 1994 


BACKGROUND: 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of April 28, 1994. 


The total accounts receivable for the Airport is $122,577.61 of which $4,285.84 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


No new accounts have been added since the previous report of March 30, 1994. Two of the 
accounts in that report have been settled. In addition to the accounts on Appendix "A", 
there are 13 accounts under $100 outstanding over 90 days with a credit balance of 
NES PILI p 


Some of the accounts on this report will have to be written off as companies are bankrupt 
and no funds are available to distribute to the creditors. Airport staff will request approval 
from Transport Canada to write off these accounts. 
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Airport Tentants & Operators Committee -- 
9300 Airport Road, Unit 110 

Mount Hope, Ontario 

LOR i1WO 

Attention: Mr. Wm. Marsh, Treasurer/Secretary 
Dear Mr. Marsh: 

RE: TROL TOWE ERATIO 


Thank you for your letter of April 28, 1994. 


) As you are no doubt aware, the hours of operation of Hamilton 
Control Tower have been extended to 24 hours until October 01, 
1994. 


We will be monitoring the traffic movements during this time, 
and will ensure that the appropriate level of service is in 
place on November 01, 1994. 


Yours truly, 


Regional Director 
Air Navigation System Requirements 
Ontario Region 
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The Hamilton Region Airport Management Board met at 2:00 p.m. on Thursday, May 26, 
1994 in the 15th Floor Committee Room, Regional Offices. 


MINUTES OF A SPECIAL MEETING OF THE 
HAMILTON REGION AIRPORT MANAGEMENT BOARD 


Present: Chairman K. Gregg 
Vice Chairman O. Boris 
Councillors G. Etherington, R. Wade; J. Monaco, J. Monecon 


J. Skelton 

Absent with regrets: Regional Chairman R. J. Whynott - Regional Business 
Councillors D. Agostino, H. Merling, D. Wilson - Another 
Commitment 


L. Culver - Business Commitment 


Also present: Mr. S. L. Kincaid; Mme. C. Biggs 


if GENERAL 

a) Declaration of Interest re: Municipal Conflict of Interest Act: None 
ae BUSINESS ITEMS 

Jail Strategic Plan for Hamilton Airport - Consultant (AIR 94-028) 


eee ance: 
That Transportation Economics & Management Systems, Inc., 
Hamilton,. be retained to prepare a Strategic Plan for the Hamilton 
Airport in accordance with the Terms of Reference approved by 
Regional Council in adopting Item 9 of Economic Development and 
Planning Committee Report 9-94 on May 3, 1994, at a cost not to 
exceed $99,800; 


b) That the Airport General Manager be authorized and directed to issue 
a requisition for a purchase order to Transportation Economics & 
Management Systems, Inc.; 


C) That the funds be cost shared as follows: 


Region 10% $ 9,980 1-56901-344101 
(Contractual Services) 


Transport Canada 15% $14,970 


Ministry of 
Transportation 715% $75,850 


Hamilton Region Airport Minutes May 26, 1994 
Management Board 


d) That the Regional Chairman be authorized and directed to send a 
letter to the Minister of Transportation requesting their share of the 


funding amounting to $75,850. CARRIED. 

On motion (Etherington/Boris) the Board adjourned at 2:25 p.m. CARRIED. 
Chairman 
Secretary 


CONSENT 
AGENDA 
MATERIAL. 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 May 27 
130-013 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: User Fee By-Law No. R94-040 Amendment - Hamilton Airport 
(AIR 94-030) 


RECOMMENDATION: 


a) That Regional By-Law No. 94-040 to initiate 1994 Airport Fees and Charges for services 
provided by the Regional Municipality of Hamilton-Wentworth be amended to reflect the 
increases established under the Air Services Charges Regulations (ASCR) as published 
in the Canada Gazette Part I, on February 26, 1994 and subsequently approved by the 
Minister of Transport effective May 1, 1994; 


b) That the amendments contained in Schedule 1, as attached to Report AIR 94-030, be 
ive May 1, 1994. 


ficaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
N/A 
BACKGROUND: 


Annually, the Regional User Fees are reviewed and updated. These user fees are reported 
through the Finance Committee in order to incorporate the overall Regional User Fee By-Laws. 
The 1994 User Fees for the Regional Municipality of Hamilton-Wentworth were approved by 
Regional Council in adopting Item 2 of Finance Committee Report 13-93 on November 16, 
199 3 


aye 


Hamilton Airport’s user fees were included in this report. Most fees established for the airport 
are Transport Canada’s minimum rates. We have been advised by Transport Canada, 
Commercial Development and Marketing Branch that aircraft landing and parking fees have been 
increased effective May 1, 1994 (copy of memo is attached). These increases have been 
established under the Air Services Charges Regulations (ASCR) and were published in the 
Canada Gazette Part I, on February 26, 1994 and subsequently approved by Minister of 
Transport effective May 1, 1994. The increase approximates 10%. 


It is recommended that the 1994 User Fee By-law No. 94-040 for the Hamilton Airport be 
amended to reflect these changes. The changes are attached to this report as Schedule 1. 


GCs J. Fudge, Legal Services Department 
C. Minshull, Revenues - Finance Department 
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+61390928889 core DEVEL &MARKET ING F-623 T-981 P-202/@23 APR 28 'S4 14:55 
| Government Gouvernement | 
Bee Ses" wie MEMORANDUM —_NOTE DE SERVICE 
Sty 
fe | i 
Oistribution List ; 
Liste de diffusion 4 Our File - Nowe rélerence 
te | S| akc10047-1 
: i 
Coleen Rogers - AKCC 
A Date eanis 
ke J avn 2? a 
2 Air Services Charges Reg jons (ASCR) - Raglement sur les redevances des services 


Amendment 


Further to our memo dated March 11. 
1994, this is to advise; you that the 
Minister has approved thelincrease to the 
charges under the ASCR as was published 
in the Canada Gazette Part |, on February 


3éronautiques (RRSA) - Modificatian 


Suite a notre note de service en date du 
11 mars 1994, la présente est pour vous 
avisar que ile Ministre a apprové 
‘augmentation des redevances en vertu du 
RRSA tel qué publié dans la Gazette du 


26, 1994. The effective date of this - Canada Partie |, le 26 février. La date 
pour Il’entrée en vigeur des modifications 


© increase is May 1, 1994. | est le 1” mai 1994 


} Coleen Rogers 
Director/Directrice 
Commercial Operations/Exploitation commerciale 


Attachments piéces jointes 


C.G AFEA 


7640-2 1-788-8008 QC 177 (BB/ 15) 


Canada 


SCHEDUEES 


FUNCTION: TRANSPORTATION SERVICES 
Department: Airport 


INCREASED 
FEE 
EFFECTIVE 
MAY 1/94 


SERVICE 1994 FEE 


TOTAL FEE 


1. Turbo Jet Landings 


- Domestic [Minimum $8.94] / 1,000 Kg. / 1,000 Kg. 
To 21,000 Kg. BoB 2.55 | Taxable 
21,001 - 45,000 Kg. 2.93 3.22 | Taxable 
Over 45,000. Kg. 3.47 3.82 | Taxable 


as calculated 
as calculated 
as calculated 


- International [Minimum $9.21] 
To 30,000 Kg. Taxable 
30,001 - 70,000 Kg. Taxable 
Over 70,000 Kg. Taxable 


as calculated 
as calculated 
as calculated 


2. Turboprop & Piston Landings 


- Domestic [Minimum $8.94] 
To 21,000 Kg. 
21,001 - 45,000 Kg. 
Over 45,000 Kg. 


Taxable as calculated 
Taxable as calculated 
Taxable as calculated 


WN Ww 


- International [Minimum $9.21] 
To 30,000 Kg. Taxable as calculated 9.8 
30,001 - 70,000 Kg. Taxable as calculated 9795 
Over 70,000 Kg. Taxable as calculated 10.0% 


3. Aircraft Parking Fees 


- Daily Rates (/ 1,000 Kg.) 
0 - 5,000 Kg. Taxable calculated 
5,001 - 10,000 Kg. Taxable as calculated 
10,001 - 30,000 Kg. Taxable calculated 
30,001 - 60,000 Kg. Taxable ; calculated 
60,001 - 100,000 Kg. Taxable as calculated 
100,001 - 200,000 Kg. Taxable s calculated 
200,001 - 300,000 Kg. Taxable as calculated 
Over 300,000 Kg. Taxable as calculated 


- Monthly Rates (/ 1,000 Kg.) 
0 - 5,000 Kg. 49.06 49.06 | Taxable as calculated 
5,001 - 10,000 Kg. 199.40 219.34 | Taxable as calculated 
10,001 - 30,000 Kg. 370.97 408.07 | Taxable s calculated 
30,001 - 60,000 kg. ° 570.83 627.91 | Taxable calculated 
60,001 - 100,000 Kg. — 856.56 942.22 | Taxable as calculated 
100,001 - 200,000 Kg. 1,427.68 1,570.45 | Taxable calculated 


200,001 - 300,000 Kg. 


Over 300,000 Ky. 


1,998.56 
2,569.93 


2, 195242 
2,826.92 


Taxable 
Taxable 


calculated 
as calculated 


AAG) 


9 | REGION OF HAMILTON-WENTWORTH 
| - INFORMATION - 


DATE: May 27, 1994 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT May 27, 1994 | 


BACKGROUND: 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of May 27, 1994. 


The total accounts receivable for the Airport is $157,453.79 of which $15,208.59 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


Two new accounts have been added since the previous report of April 28, 1994. One of the 
accounts in that report has been settled. In addition to the accounts on Appendix "A", there 
are 16 accounts under $100 outstanding over 90 days with a credit balance of $1,703.59. 


Some of the accounts on this report will have to be written off as companies are bankrupt 
and no funds are available to distribute to the creditors. Airport staff have requested 
approval from Transport Canada to write off these accounts. 
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THE REGIONAL MUNICIPALITY 
OF HAMILTON - WENTWORTH 


May 24, 1994 


Councillor Colin Best 
Town of Milton 

- Victoria Park Square 
P.O. Box 1005 
Milton, Ontario 
LOT 4B6 


Dear Councillor: 


Thank you very much for forwarding a copy of your recent letter to the Honourable 
Doug Young, Minister of Transport on the subject of air transportation and local airport 
authorities. 


I found your information most interesting, particularly the references to the Hamilton 
&) Airport and its potential for the future. 


As your letter was not marked "private" I am taking the liberty of sharing it with our 
Airport General Manager, Mr. Sam Kincaid, and through him to the Airport Management 
Board for their information. 


Should the Board wish to pursue this further with you, I’m sure you’ll hear directly 
from Mr. Kincaid or from the Board Chairman, Mr. Ken Gregg. 


Thanks for sharing your thoughts with us. 
Yours very truly, 


Bigs 


R.J. (Reg) Whynott 
Regional Chairman 


cc - Sam Kincaid 
Airport General Manager 


§) Encl. 


P.O. Box 910, Hamilton, Ontario L8N 3V9 
Tel: (416) 546-4200 Fax: (416) 546-2340 


THE CORPORATION OF RECEIVED MAY 13 1954 


THE TOWN OF MILTON 
VICTORIA PARK SQUARE 
P.O. BOX 1005 

MILTON, ONTARIO 
CANADA L9T 486 


(905) 878-7211 
FAX (905) 878-6995 
TOR. (905) 338-4869 ° 


the Honouraole Loug Young 
Minister of Transport 


Vicawa a Oncarlon 


pear Mr. Minister 


f am writing to vou, as an individual Councillor regarding my concerns over 
the federal government's delav in construction of the North-South runway at 
Pearson [nternat:ional Airport and related matters. 


i have attached 2 number of apnendix’s for vou and vour staff’s 
consiaeration concerning the future of air transport in the Greater 
Toronto Area. 


fhe concerns that [ am raising are part of a long involvement with air 
transport issues and submissions to the Region of Haiton over the past 
Pour vears regarding general aviation and the formation of a Local Airport 
Authority for the G.T.A. ‘see Appendix L). Many of my constituents are 
emploved directly or indirectly at Pearson by management, airlines, or 
related businesses as pilots, air traffic controllers, firefighters, 
terminal workers, and cargo operators. 


as part of vour discussions with Toronto area M.P.’s to establish a 
consensus on the future of Pearson Airport and the G.T.A., I hope vou 
could consider the foilowing suggestions. 


Fearson Alrnort Runway Expansion 


From mv discussions with the above airport emplovees, LAA. members and 
intormation found in Appendix’s C and D, there is a need for a new 

cunway on the north-south axis parallel to the existing runway which was 
last expanded in 1957 to 10,000 feet to handle the Avro Arrow, long before 
any residential developments were built in the area. 


The existing east-west runways can handle the current and projected air 
trarfic with improvements to the air traffic control system, but the single 
north-south runway cannot handle both landings and takeoffs at the same 
time, at the present traffic levels let alone the projected levels which 
are fast approaching. 


A second north-South runway, as shown in Appendix A needs to be constructed 
as soon as possible to handle landings at the Airport, while the main : 
north-south runway could be used for takeoffs, increasing the traffic 
capacity and decreasing the danger of naving aircraft landing and taking 
off on the same cunway. 

HED 
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To satisfy residential neighbours in the Etobicoke and Brampton areas, the 
runway could be located further to the south to avoid the Brampton 
residential areas which were built too close to the airport, and have the 
runway connect with the existing taxiway system to reduce costs. 


with the phasing out of older and noisier aircraft such as the Boeing 7 
and Douglas DC-8 and the introduction of quieter, faster takeoff aircra 
over the Last decade, the impact on residential areas should be reduced 
when the runway is opened sometime in 1997 at the present delayed 
schedule (see Appendix D). 


Lan?) 
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To further alleviate concerns, a curfew on the runway could be imposed 
such as 11 pm. to 7 am. to prevent any noise from impacting on these 
residential areas. 


As mentioned earlier, air traffic control systems must be upgraded to 
modern standards to increase safety and traffic capacity. I understand from 
pilots that New York’s LaGuardia airport which has the same number of 
runways as Pearson can handle double the volume of traffic due to better 
air traffic control svstems. 


With the addition of Terminal 3, the land side of the airport is still 
under utilized and can be planned over a longer term with the use of the 
unopened satellite terminal at Terminal 3 and the increase in aircraft 
size reducing the number of gates needed, as smaller aircraft such as 
DC-9’s and DASH-8’s are phased out or re-directed to other airports. 


A long term private-public operation of the airport terminal such as 
England’s B.A.A. and Amsterdam’s Schiphol airport (Appendix I and K) could 
plan, build, and operate a modernized Terminal 1 and 2 to eventually 

merge into one joint terminal and have a long range plan to handle future 
air traffic similar to Schiphol airport. 


One area that does require attention is the need to have greater transit 
access to all three terminals similar to Heathrow and Gatwick in London, 
Schiphol, and LaGuardia in New York. I suggest an elevated rapid transit 
line connecting all three terminals with the Malton GO rail station similar 
to Vancouver’s Sky Train or Scarborough’s LRT line. 


This connection would reduce the need for more car parking and highway 
construction to the airport, and link into the Province of Ontario’s GO 
svstem and the GTA integrated transit svstem which will eventually link all 
rail, bus, and subway systems in the Toronto area. 


As stated in the City of Stratford’s resolution which was endorsed by the 
Town of Milton (Appendix F) this connection would assist in linking with a 
high speed train system in the Windsor to Quebec City corridor, which could 
be built with Canadian technology and materials. 
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Local Airport Authority . 


As endorsed in the Region of Halton’s official plan (Appendix L), I support 
the plans for a LAA to co-ordinate the airport operation within the 

Greater Toronto Area. with the plans for the GTA to grow from the present 

- 4 million people to over 6 million by the year 2021, and the current 
federal immigration policy of 1% of the Canadian population annually in new 
immigrants. This means increased air traffic for the Toronto area, which 
Pearson will be unable to handle totally past the vear 2000. As new 
immigrants are coming from greater distances in greater numbers, with 
increased air travel back and forth to native countries for business and 
tourism, plans should be made for additional international airports in the 
Toronto area. 


The concept of an LAA which has worked well elsewhere in conjunction with 
local business expertise and funding can change the Toronto airport system 
from one of continual catch up to changes in air traffic, aircraft, and new 
technology, to a planned timely response of an evolving air transport 
system. As shown in Appendix B, I propose a three international airport 
system similar to the plan proposed by the federal government in the early 
1970’s. 


The three major airports could be Pearson, Hamilton, and the proposed 
Pickering or Markham airport (see Appendix’s I and J). 


With Pearson built out to it’s maximum capacity in the late 1990’s, 
Hamilton airport is the next logical location for airport expansion 
Starting with courier, cargo, and charter aircraft and building up to 
daily international scheduled airline service. 


As an observer of Hamilton Airport Management Board meetings, I can see the 
evolution already occurring with United Parcel Service and Purolator 
Courier moving their air operations from Pearson due to high costs and 
traffic congestion both in the air and on the ground. 


An LAA for the G.T.A. can help manage that change through co-ordination of 
airport expansion to enlarge the current main runway from 8,000 feet to 
10,000 feet to handle all large aircraft, and completion of the Highway # 6 
bypass to Highway # 403, which will allow direct airport linkage to the 
highway system. 


Also co-ordination with the Region of Hamilton-Wentworth and local 
municipalities could prevent the same mistakes that occurred around the 
Pearson airport in the 1960’s by controlling residential development 
around the airport " noise print " area to prevent conflicts between 
airport operations and residents. 


The experience would be similar to that of London’s Gatwick airport which 
was also considered " too far away " by most airlines to use, but grew | 
rapidly when Heathrow airport became congested, and direct rail and highway 
access was developed. 
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As Hamilton airport could handle the population growth to the west of the 
G.T.A. for the Hamilton and Halton area, a proposed Pickering/Markham 
airport could handle the rapid growth to the east of Toronto in Markhan 
and Pickering. 


As stated in the book " Edge City " by Joel Garreau (Appendix J) Markham 
and Mississauga qualify as Edge Cities which attract development due to 
their location and services such as airports. The current federal lands in 
Pickering could be examined for a long term airport construction plan ie. 
post year 2000, for the building of one main runway similar to Hamilton 
airport with similar planning controls for the area to co-ordinate growth 
plans over the next 30 years and connect with the new Highway = 407 
(Appendix M), which with the # 401 and # 403 highways would link all three 
major airports for car and bus traffic. 


The three airport system would be similar to New York’s airports Kennedy, 
LaGuardia, and Newark, London’s Heathrow, Gatwick, and Stanstead airports 
and the Los Angeles area five international level airports, as Toronto is a 
major world destination and acts as Canada’s Hub airport, long term plans 
should be made for a co-ordinated airport network. 


Also shown on Appendix B are the spheres of influence of five minor 
airports (15 minute drive radius at 60 km. per hour) for business and 
private aircraft operations. 


With the rationalization of major airline operations, many large businesses 
are taking to chartering business aircraft for travel, courier, and cargo 
work. Buttonville airport is the prime example of this, being the busiest 
airport in Canada in terms of the the number of takeoffs and landings. 


The other four airports Oshawa, Toronto Island, Brampton and Burlington 
could also be co-ordinated through the LAA to grow to handle the increased 
business and private aircraft growth in the G.T.A. Each airport could serve 
it’s respective Region ie. Halton, Peel, Metro Toronto, York, and Durham 
for their economic development purposes and maintain a ring of airports 
around the G.T.A. for fast convenient service for all the G.T.A.’s air 
transport needs. 


As these airports are a mix of private and public agency operations an LAA 
could co-ordinate runway and facility expansion with the respective 
private operators, local, provincial, and federal agencies, to achieve a 
beneficial arrangement for all involved in airport operation and 
regulation. 


Conclusions 


Despite the reduction of air traffic in the early 1990’s due to the long 
recession, growth in air traffic is now occurring (Appendix C) and all 
involved should take the long view when planning and implementing air 
transport facilities (Appendix G). 


When Terminal 1 was opened in 1964, the 400 passenger Boeing 747 was still 
on the drawing boards, but in less than 10 years the 747 and other jumbo 
jets made Terminal 1 inadequate for the passenger needs of the Toronto area. 
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As we now plan for future facilities, a joint U.S.-European project is 
planning for a 600-800 passenger double deck aircraft which couid be 
operating by the year 2000. This aircraft and others such as the hypersonic 
jet could make all present airports inadequate, as similar to the 747 these 
aircraft will bring down the costs of air travel and increase the numbers 
of passengers. Which will create tremendous pressures on airport facilities 
and ground transportation. 


Delay’s due to repeated studies and political negotiations will only worsen 
the situation and slow Ontario’s economic recovery, as modern cities 
transportation network now revolve around efficient airports, as in 
previous centuries railway terminals and harbours were the major 
attractions of urban economies. 


As the federal infrastructure program was designed to promote renewal of 
communities and their economies, positive action in airport facilities is 
needed now to promote the Toronto area in terms of construction, business, 
trade, tourism, and all their related benefits. 


Hopefully your fellow M.P.’s and respective ministries will recognize this, 
and take action on these issues with the same decisiveness that the Prime 
Minister showed after his election. 


Yours, 


Colin Best 
Councillor 
Town of Milton. 


cc. Mayor Krantz 
C.A.O. Hipgrave 
Director of Planning LIovio 
Regional Chairman Pomeroy (Halton) 
Gillies Poulliot Minister of Transport for Ontario. 
Bonnie Brown M.P. (Oakville-Milton). 
Julian Reed M.P. (Halton-Peel). 
Stan Keyes M.P. (Hamilton West). 
Sheila Copps Deputy Prime Minister. 
Regional Chairman Whynot (Hamilton-Wentworth). 
Mayor McCallion (City of Mississauga). 
Mr. James Bullock President Laidlaw Waste Management Systems Ltd. 
(member of LAA). 
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‘Air Canada 649464. 


anada’s passenger’ traffi c rose 
: tcent to 972 million revenue 
‘passenger miles in February, com- 
i sred with 910 million revenue pas- 
germilesayearearlier, ~ =: | 
Air Canada said capacity was 
1.612 billion available seat miles for 
the month, up from 1.439 billion 
available seat miles ‘a year ago. Its 
load factor was 60.3 per c cent, down 
from 63.2 per cent. a 
- Domestic traffic for the Montes 
based carmer fel] 0.6 per cent to 348 
million revenue passenger’ miles 
from 346 million revenue passenger 
miles. International traffic rose 10.6 
sper cent to 624 million revenue pas- 
senger miles from 602 ae reve- 
nue passenger miles. 


For the first two months, monern 
ger traffic rose 5.4 per cent, while ca-_ 
pac rose 9.7 per cent. 5 j. 
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By DICK ‘CHAPMAN RES A ei oan 
Metro Hall Bureau: 0 ttre ee Pon 
* The good, the bad and the ugly. eS erie? oF TD: 
That was the economic and quality-of-life picture in the 


‘, -.}| ‘Greater Toronto Area in 1993, based on a range of studies com- 
o, : piled by Metro ee staff. «2-4 tic ene 
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- @ The Toronto Stock Exchange went micieaet in 1993, posting an 
oe inflation-adjusted dollar volume record of over $150 billion. 
@ Toronto’s 41 Fortune 500 industrial companies made it the 
leader in North America. New York had:35, Chicago 25, Los 
ROBES. 10, Dallas 9, San Francisco and Vancouver (Paes 
x iger traffic at Pearson Sirport was back up to 20 


Ee) 4 On house wales and EaperE tax ratios, natural gas and elee 
i tricity prices, Greater Toronto scored in the mid-range when 
compared with other North American cities. 


The bad: 

@ While other Canadian cities have regained jobs lost since 
the recession began, the Toronto area lagged behind — down 
more than 10% from its pre-recession employment levels. 

@ Metro-area apartment vacancies were 2%, compared with 
almost zero in 1986-87. 

@ Greater Toronto Area house prices averaged about $200,000 in 
1993, after peaking at $325,000 in 1989. One study shows a $37 bil- 
lion loss of equity in the single-family housing market since the 
late ‘80s boom 

@ Metro’s record welfare caseload — nearly 125,000 cases — 
was triple the 1989 total. It now costs taxpayers $1 billion a 
year — half the amount spent here on retail sales. 


The ugly: ; 

@ Greater Toronto was ‘second only to Chicacai in vacant indus- 
trial floor space in 1993, with 675 million square feet. Chicago 
had 750 million, Montreal 250 million and oe 210 million. - 
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Minister of Transport’ Seat” Ministre des Transports 


March 8, 1994 


His Worship Mayor G.A. Krantz 
The Corporation of the 
Town of Milton 
P.O. Box) 1005 
Milton, Ontario 
ESE PLES 


Dear Mayor Krantz: 


Thank you for your letter of December 21, 1993, informing me of a 
recommendation made by Milton Town Council at its meeting of 
December 20, 1993. 


As you are aware; the Prime Minister announced on December 3, 
1993 that the federal government will cancel the contract for the 
privatization of Terminals 1 and 2 at Lester B. Pearson 
International Airport (LBPIA) in Toronto. Pearson is Canada's 
flagship airport and, accordingly, I intend to fully review the 
present and future needs of the airport. Let me assure you that 
all available options will be examined, including Mr. Nixon's 
recommendations, over the course of the next few months. The 
focus of the review will be on determining the appropriate oaral ecene 
Measures to keep the airport safe and operationally viable. “>° 

With respect to economic development, my colleague, the 

Honourable Art Eggleton, is working diligently on our 

government's infrastructure initiative. I can assure you that it 

is a high priority. Mr. Eggleton had indicated that he hoped to 

have things moving early this year and it appears that he is 

doing so. 


Once again, thank you for taking the time to convey the views of 
the Milton Town Council. 


j ve glas Young 


Sac. The Right Honourable Jean Chrétien, P.C., M.P. 
Ms. Bonnie Brown, M.P. 


Mr. Julian Reed, M.P. ; aie , 


Ottawa. Canada K1A ONS 
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Town of Milton 
Box 1005 
Milton, Ontario 
LOT 4B6 


Dear Sirs: 


The City of Stratford is of the understanding that there is 

the possibility of a high-speed rail service in the Windsor-Quebec 

City corridor. As a result, Stratford City Council in session on 

Monday, March 14, 1994 endorsed the enclosed resolution requesting 

the Federation of Canadian Municipalities and the Association of 

Municipalities of Ontario petition the National Transportation 

a Agency, the Pearson International Airport Authority and the Province 

9 of Ontario to co-operate in connecting Pearson International Airport 
to the railway system. 


The City of Stratford requests your municipality's 
consideration and endorsement of this resolution. Please also 
forward a copy of your municipality's endorsement to the Federation 
of Canadian Municipalities and the Association of Municipalities of 
Ontario. 


RRS:cw als 


Encl. erk-Administrator 
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RESOLUTIOS 


WHEREAS Highway 401, already recognized as North America's busiest 
highway, is carrying more traffic each year; and, 


WHEREAS a substantial fraction of that traffic is coming from, or going 
to, Pearson International Airport; and, 


WHEREAS Pearson International Airport is presently under study with a 
goal of increasing the amount of traffic that it will handle in the 


future; and, 


WHEREAS expanded use of facilities at the airport will exacerbate the 
traffic burden on the 401 unless alternate capacity or facilities are 


developed; and, 


WHEREAS the federal government is currently evaluating the future 
potential of passenger rail service, and is considering development of 
a high-speed rail service in the Windsor-Quebec City corridor; and, 


WHEREAS existing rail facilities present an efficient and cost 
effective potential to reduce the burden on the 401; and, 


WHEREAS railway connections to Pearson International Airport do not 
presently exist, but could readily be developed through the use of the 
“CN Rail Line” through Georgetown. 


NOW THEREFORE be it resolved that: 


i The Federation of Canadian Municipalities and the Association of 
Municipalities of Ontario petition the National Transportation 
Agency, the Pearson International Airport Authority and the 
Province of Ontario to co-operate in connecting Pearson. 
International Airport to the Railway system; and, 


Ps This resolution be circulated to cities and towns along the 401 
corridor within Ontario for their consideration and support. 
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City on the Edge 


Obviously, our cities are changing, 
and ic is a change chat deserves serous 
study. This is the subject of a recently 
published book by Joel Garreau, a jour- 
nalist who writes on urban affairs for 


ine \Wushingran Post. The new shaos of 


the suburban city has been given many 
names — oucer city, technoburb, excpo- 
lis, postsuburbia — as if naming ic could 
somehow came chis runaway phenom- 
enon. None hive caught on. Garrecu has 
opted far “edge city,” which is the citle 
of his new book, Edge Ciry:.Life on the 
New Frontier (Little, Brown). Ic makes 
an inceresung pendanc to Kostof’s more 
schelarly work. 

Garresu is a sort of suburban anchro- 
pologise. He aks to developers, adminis- 
trezors, reporters, and ordinary people. He 
carefully examines ten urban areas in che 
United States: che New Jersey corrdor, 
Boson, Detroic, Adlanca, Phoenix, Hou- 
ston, Dallas, Southern California, San 
Francisco, and Washington, D.C., and 


cvera~where he finds the same ching: the © 


tredicional central cicy is surrounded by 
ces:oheral uroan ceacres, by edge cities. 
Carrsau deainss an edge city as anpusdan 
siace chac is lees chan chimty years old, chac 
has at least 5-million square fees of af- 
space (which is more chan most smail 
Csaadian cities), and ac lease 600,000 
scare rest of retail space. Moreover, co 
Riealicces city | must have more ie 


'$.3 Cisse <9 commute 20. em cn- 
abe ive edit cites in the vicinicy hel 


sven in San Francisco's Bay 2743, 
xie2a scound Washingron. 

Wha distinguishes sn edge city 
(he aimecesth-century garden subura, or 
the dormitory suburd of che 1950s, is 
that 1¢ contains a mixtuse of functions. 
Uniike the old suburbs, edge cities are 
noc merely places co live, they are also 
places co play, to shop, and to work. 
These communities no longer depend on 
the tradicional downcawn; they have 
their own downrown, usually focused 
on a shopping mall. 

In the 1950s, sociologists talked abour 
sudurban fligne froin che city, implying 
chac suburbs were not intended co be ur- 
ban. They cumed our to be mistaken, as 
Gurrezu poins our; edge cities are cies, 
only very diferenc kinds of cities. The 
sczarently shapeless, selec scread 
Gi Gouses and gardens, crisscross! by 


om 


nignways 4u0U HDL Ce Spree cum te enee BN 

ping malls, offices, campuses, and indus- 
trial parks, bears liccle resemblance to any 
of Kostof’s themes. These new cities are 
cestainly not organic wholes, nor are they 
neat grids, still less symbolic diagrams, 
and, while they are immense, they are 
hardly grand. 

W'hac accounts for these new patterns? 
Garreau suggests thac they are chiefly che 
resule of cechnological change. Just as che 
shape of cities in che past was influenced 
by new communication technologies like 
the canal barge, che horse-drawn omai- 
bus, the railroad, and che streetcar, edge 


cicies are influenced by our own new 


communication devices: the aucomobile, 
the plane, and the computer. For busi- 
nesses, it is now more importance to be 
close co the highway interchange and 
the airport than co be near downtown. 


When information can be moved elec- 


when information can Oe MOVE Cicc- 
tronically, offices don’t have co be in 


crowded and expensive downtown loca- 
tions, so they move out ~ to the edge. 


Garreau is an observer, noc an urban 


- critic. Racher chan disparage edge cities, 


he is interested in discovering che forces 
chac have come together to create chem. 
The answer he finds is uncomplicaced. 
The builders of edge cities are motivated 


bya simple buc infailible rule: “IF you 


give peuple whac they wane, they will pay 


you for it.” Peoole want cars, they want 
to live in houses wich garde::s, chey waar 
to work in offices chac look cut on park- 
land rather chan cooftogs, and they wane 
the securicy and convenience of private 
shoooing mails rasher than ihe insecurity 
and inconvenience of public downtown 


strezcs. Puc chese wanes cogesner with the 
marker, writes Garreau. and add che de- 
velopers’ rules of chumb such as The Max- 
imum Distance People Will Willingly 
Walk Before Gecting Inco A Car (600 
feer), The Maximum Desirable Com- 


muze (45 minutes), or How Many Cus- 
comers Must Live Within A Fifteen-Min- 
uce Drive Of A Mall For It To Be Suc- 
cessful (250,000) and you get edge cities. 
Edge cities are often crude, and fre- 
quently ill-focmed; they are, after all, 
brand-new. To anyone looking for the 
traditional urban virtues they appear for- 
eign and inumidating. Thac they repre- 
sent the fucure, as Garraau suggests, seems 
indispucable. Thac they could be berter 
planned than they are is obvious. Edge 
cities are definicely noc Paris, buc then 
they are the exoression of a very different 
time and place. Our cine. our place. 2 
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By tT : 


ef se 


"N my‘ last flight thesean 
Amsterdam's ¢3 Schipbol 
Airport, I leamed the co 


gage: ‘might‘not‘arrive with me. 


ss there. any chance my suitcase + Sengers constilute 40 per cent, of 


ald be transferred in 20 minutes, I’ 
ced at Toronto’s Pearson Airport.': 


mpossible,* I‘was told. “The lug} 


ic. myst {allow you 2 St. Bete 
Ig. 


Dn arrival at Schiphol, I Peacneit 
: gute in 10 minutes..Whca would 
 $uilcase’ catch up with: me,: 


i 
ed the presiding KLM attendant. °- 
our baggage,” she smiled, "is al; 


out 


dy on board. ** fread v-- 


Sreamlined puget transfer ist 


= of a runway of reasons Schiphol 
is ‘rave reviews from frequent 


rs and Maintains its vaunted posi- 


nos “gatcway” lo Europe, the 
ddle East, Africa and Asia. High 
the jist of other reasons are fast 
sit” connections, ° “ uncongested 
lic’spaces and ‘the world’ 3 best 
> pices eoepee: ere oa 

Although the Dutch* airport is 
aller than its counterparts in Lon- 
n, Frankfurt and Pans, Britain's 
siness * Traveller magazine has 
ned Schiphol Europe's number 
; airport for a J0th consecutive 
Y poms Fre a ya thes OLAS 
ver the past decade, I've flowa 
ough Schiphol (o destinations as 


crise »thens,’ Ankara, “Bang- 
c. ( airobi and Delhi. I've 
rer a: connection, never 


ta bag, sicpt through layovers 
hout having to leave the airport, 
en exarilently and shopped like a 
atic in the duty-free. 

jchiphol is one of the few Jpiedede 


( doesn’t rattle me. Its great sen-' 


jon is of space, and a spaco which 
| only keeps up with, but stays 


ad of the crowd. It is that rarity, 


airport {mendly rather than brus- 
:: Al limes, i¢ reminds me of one 
those hotels with two employces 
every guest. SB" dase 
yee makes Sea so success- 


She reuson is certuinly that the 
\ccpt of a single (wo-storey lermi- 
——_> 


Toma - 


pope ueroes ees et 


EOL AIRP 
anveateway 


teh 


ee 
ae ah i Se 


2 ‘Jaert ‘i in the 1940s, was never com- 


‘y nection: was 30° ught; my, en 


v7 ve..connected- much faster than 
oth . 


cia Ard as (ee 


3 Terminal 
, Segregation of EU and non-EU pas. 
* gengers is slated for 1996, ' 


‘oe 


ORT | ro 
eR Hay: qv: ay Ht AN 


itreat! 
ese Hp iiSys »'s 


| ha 


Toriginally “conceived AY “vie 


j promised. Everything is easy to find 
‘and: easy to reach, eliminating the 
fee of galloping from one terminal 
apother to make connections. 
is is smart business: Transit pas- 


Schiphol traffic. 

*The simplicity of the layout com- 
bined with fast handling means that 
* conaccting lime is pegycd at 40 min- 
“ules for European flights and 50 
“minutes for intercontinental Nights. 


p 1S, 100, a spaciousness aty- 
ise ofa busy international airport. 

ppl pas is busy; A population base 
of 33 million within a 200-kilometre 
radius of the airport guarantees that. 
Seventy-four scheduled airlines fly 
to 202 destinations in 90 countries. 
The airport handles 2.600 take-olTs 
and landings weekly. Even ihe eco- 
nomic crunch of the past few years 
has failed to stymie the momentum: 
In 1993, passenger traffic increased 

11.5 per cent to 21.3 million over the 

previous year. Toa 

* Excess capacity is the most impor- 
taot platform in the Schiphol sira- 
tegy. “Last spring, the airport un- 
veiled a new $300-million (ail 
amounts in U.S. dollars) Terminal 

West’ wing to increase capacity to 27 
million passengers a year. 

‘ By the tum of the century, passen- 
ger traffic is projected to reach 28.2 
million, but F that time, terminal 
capacity will have been expanded to 
34 million. The long-range plan calls 
for a capacity of 50 million by the 

ear 2015. 


airports to shame with its “beach, 
boulevard and sca” motif from Brit- 
ish architect Nigel Coates, wide 


. Open spaces and cheerful, accessible 


bars and restaurants ranging froma 
Brown Pub operaicd by Heineken to |. 
a fish and seafood restaurant. 
"Intercontinental ; flights occupy - 
the new extension, while European = 
Union vee are delcgaicd to the ; 
uth wing. The compicte , 


Schiphol boasts a number of addi- 
tional facilitics other airports, ought . 


diss E19 envy: SEMOP Tr es ee 


¢ new departure hall puts most +1" 


Be SA wifi ype 


CO 
xe 


AN 


Autmered tone Sf 
Gian the airport. This is a concept 
so obvious, it is peculiar that some 
other airports haven't followed suit. 
Goodbye to immigration lincups 
and more importantly, endless waits 
for shuttle buscs to get your bleary 
eyes to airport sinp accommoda- 


£ Uons. : 


On a recent pass-through, my 
KLM Might had departed Nairobi, 
Kenya, af 12:30 a.m. and arrived in 
_ Schiphol an hour ahead of schedule 
‘at 6:30 a.m. That left me with an 
eight-hour layover. Happily, I'd re- 
sserved a’ day room at the Terminal 


vmy Ferguson ls a ne irge tt ‘Any long: haul flier should rejoice ‘Hotel i in the new west wing. 


vel writer, He lives in Toronto, 
Set 


2 at ‘the fact there are \wo hotels | ' 


ot timed myscif; It took me three 


“se Nidend 


minutes to disembark from the air- 
craft and walk to the hotel reception 
desk. Check-in consumed another 
eight minutes. Because of the early 
arrival, my single roam wasn't quite 
ready. for a total of $60, a double 
room was immediately available. | 
took it. Fifteen minutes after land- 
ing, | was between crisp, clean shects 
and dozing off. 

The hotel has 19 bedrooms plus 21 
“freshening up” rooms with shower, 
wash basin and toilet. The older ho- 
tel bencath the Terminal Central 
lounge has 16 rooms. Minc was 
spotless, comfortable and cyuipped 
with working desk, reading lamps, 


\ 


O60 i Nita ND cd tales alee @ 


ounge ia the new Terminal West bas a een! efficient look to it, ned is waiting arca ln the ocw cries wing.’ 


The Globe and Mail, 


— 


lockable dresser and full bathroom 
with tub and shower. 

My business-class ticket included 
admission to KLM’s Business Class 
Lounge, a handsome, airy facility 
with confortable scating, at a ee 
and newspapers in Linglish and 
Dutch, fully stocked bar including 
chilled Hicinckcn on tap, self-service 
snack buffet and access to personal 
computers, credit card ipl wine 
fax and complimentary photoco- 
pics. Smoking is sensibly restricted 
to a scparatc glasscd-in room. 

Terminal West also offers a full- 
service Business Centre encompas- 
sing mini-offices with tclephone, fax 
and minibars, mecting rooms, sccre- 
tarial staff, telecommunications and 
audio-visual facilitics. 

Similarly uscful is Terminal Cen- 
tral's VIP, Press and Conference 
centre. Five mcecting rooms accom- 
modate up to 22 persons each and 
come with telephones and audio-vis- 
ual equipment. The press room is for 
media cvents. 

For those travelling (o downtown 
Amsterdam of onward by (rain, the” 
raiuwa A auen 1s irect bie across Ss 
from the terminal Trains leave ever 

Minutes tor the city centre, and 
{ 


tere are frequent connections to 
ah Ver Cities in t the Net ierlands and 


| Europe. This can be sublimcly con- 


venient: On one trip, my wife and | 
took the train from Pans directly to 
Schiphol for a rcturn flight to To- 
ronto. ; 
High-speed TGV service is ex-_ 
pected to be implemented just alter 
the turn of the century. Then itis ex- 
pected five million passengers will 
depart the terminal by (rain for Pa- 


Wednesday, April 


* gis, Brussels and other parts 


rope. 
ome facilitics are astonisi 


a Canadians uscd to no-fniis a 


Recently installed are th 
Center, a fully automatcd | 
salon; a filness centre out htt 
everything but Torqucmada 
aod a golf centre in which pas 
thwack balls at a hi-tcch sev 
presenting a golf course. Tho 
work up @ sweal can saul 
shower ie a nominal {ce ut 
tel. 

There is the baby room, a 
pleasant space with bassin 
changing and nursing babic 
Children’s Play Comer for 
panicd children and the sup 
Junior Jet Lounge bath ofc 
vidcogames and other distra 
The Dutch know how to 
guildcr: The kids play, adult 
There is even a meditation 
used as an intcr-fuith faciliy 
when I peeked in, it was func. 
as a mosque. 

The majonty of passenger: 
tate on what Business Travers 
named for the sixth conscculi 
the best duty-free shopping 
world. Schiphol $ bazaar bor 
you with 120,000 different pr 
in 45 shops, and often at the 
prices in Europe. 

The shops adopt the user-{: 
tone of the airport by acceptis 
giving change in all Western c 
cics. Last ycar, en route to To 
I spent Canadian dollars on a 
of Scotch whiskcy and receiy 
change in French francs. The 
action was made at the officia 
tote and nocommission charac 

Iroducts range from lowers 
amonds, calculators (o- cai 
Dutch cheese to trout caviar 
whiskey to champagne, tob3 
perfume. You can buy a tax-f 
or motorcycic. Newsstands sc 
erback bestscllers by authors s 
.James Michener and Robert 
lum up to a ycar before they < 
on this side of the Atlantic 
new wing, a drugstore has ope 


» accommodate passengers’ me. 


and cosmetic needs. 
For all these achievements 
hol is permanently untinisnc 
(preplang cal ara titcraws 
uny, a park with water pce 
iy now, Schiphol stall inay 


they ve segn everything, but 
they were incredulous curlic 
year when a gentleman from 
hoven booked three seats 
theee different numes and show 
accompanied by a puir of Stull 
monkeys. The man paid for th 
cls aa the curious menage c 
flew off to the Canary Island 
by side. The monkeys, itis rep: 
were models of self-discipline 
duty-[ree. 


Co Te OW eles) 2 


To. Chairman Pomeroy 
Region of Halton 


ness hOGase A abe Tolle Dorsey 


Dear eSuer 


This letter is to inform you and the Halton members of the 
Greater Toronto Area Local Alrport AUtnority  sotamnynopinilons aah] 
ideas on Halton’s and Milton's positron 2 eqamdingecie a Arcs 
one member of Milton Council. These areas of interest are 


- Pearson International Airport Expansion and Economic 
Pima Cite. 


- Flight paths over Halton. 
- Burlington Air Park and Othermerelievemeait vomte. 


As a user of, and a councillor who represents a number of 
residents who work at Pearson airport. I helieve the airport 
should he expanded and improved both on the air and land side of 
PN eGieawG OO.b tr © 


From the number of airline pllots;, alc trattescon tne blomer 
and other alrport staff that: J. .come intomcontactewin faeces 
a critical need for a second noreh-sout souniway So rates men er tae 
to baiance the traffic management between the two prevailing wind 
directions.The other proposed runways I believe are also impoctant 
but secondary to the major north-south runway addition. 


| support the draft: Regional Official bi atiwaw Ven cmc tached 
to this letter regarding air transportation and the benefits to 
Halton in terms of employment, economie and (transportde Toned 
Pearson airport. But it must be remembered that even with the 
alr and land side improvements currently beimg proposed, theuatipore 1: 
nearing 1ts maximum use with considerable OpposiTtronms: som ‘iosacatan 
Fesidents andegrowing, trat slemcongestnonn 


Because of those reasons the L.A JA. Should iwork cnesboch 
Hamilton and Pickering as major relievers with Hamilton corcentrating 
on charter/cargo/and courier business to handle wthemmannerebe cen 
Toronto and Buffalo. Also to provide an Ammediateprel leve must 
Pearson for emergencies and peak load traffic such aS weekend and 
holiday periods. Pickering Airport, ls a tongs teommop muon, some 
should be planned for as growth in the GTA increases inesald 
directions. This future’ airport woulda@balancemthemarsapomcssaid , 
commuter tcaffic as well as the travel distances storepacoeiger— @& 
andr caincro. 


ee) 


AomvoM CedwOutemintnlemwaccached Hamilton Spectator articie, 
Cities that are destinations in themselves have mu’tiple internationa 
MEO One cma acm Londo ea cis and New York. ‘Toronto with the 
GlASPrO J ecrvons Will be reaching tne same scale of size and shcuid 
DabanGemetematrpOtt easy Stem around tie GIA now and in the future. 


Thencunmsent flag lie Paes) Seempartects ialton and the urban 
Milton area, and the planning for both Pearson airport and the 
Halton Urban Structure Review should be co-ordinated. As up to 
LOUC@Mamrcranteamdavyerly over Milton when an east wind is blowing 
Patmalcuinuidesmote 4000) fect, and ess as they turn onto their final 
approach paths onto the two east-west runways at Pearson. 


I have raised this concern regarding emergency planning and 
ELatimlcmeO-OrGunatLon from whee Hamilton, Burlington, and Pearson 
SeEpOGo Seno MuUChmotmtnelintbatsic imtersects over urban Milton 
Wiimote wi vatemalrernart getting «close: to Large airliners. 


I hope in raising this concern we can avoid the situations 
that Los Angeles and New York have experienced where a combination 
Omestabmeandwlargematperaft resulted in tragedy over built up areas. 


TiecwwastmDOTN tal WantiitOnmake ms the: use of the Burlington Air 
PaewinacmiawtOontwcma Lr DOLt,~ aki nough a privately owned airport, I 
believe it should be developed to handle business and general 
avaliuons CO-Onrdinated With other Regional airports such as 
Brampton, Buttonville, Toronto Island, Oshawa and Markham or a 
Pickering reliever that would benefit the Region of Halton in 
avecrecuing: buUSINeESs Si. 


These airport*s identified in the Establishment of a Local 
PiuapOuuenucC Ory eLOr SOUL central Ontarlo report by the Ministry 
SteaiianspOumeOomADiits SOth) hOOZ. Should be developed to handle the 
growth in general and business aviation as airlines continue their 
Ecdncoltionmeine Govneesi. zing and mergers. These Six airports should 
be of Similar standards to serve their Regions in the same manner 
as Waterloo-Wellington and St. Catherines airports serve their 
Region's with 3000-5000 foot all weather runways, IFR approachs, 
andi twat inercncOnt tol towers. Having tese alrponts located 
around the GTA would allow smaller aircraft to be diverted away from 
Pearson airport to closer business locations and allow Pearson 
DOmeoOnGenuuctenOnmalLh Line) passenger traffic. 


(37) 


These ideas and opinions are mine alone and have not been ‘ 
discussed at Milton Council, but I believe they would benefit 
both Milton and the Region of Halton. 


Yours 
C ; “ ae <a vgs (Se a oe 
Colin west 


CloyBiigyerst Ih al ere 
TOWN. OL. Miston 


Ce. eMayorn Krantz 7]owneoLeM Deon- 
David Hipgrage C.A.O- Town sot Milton. 
Halton L.A.A. members 
Vic Kovachik Burlington Aa r Park 
Milt Farrow Burlington Air erark 
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the role of Burlington Air 
Park, as identified by symbol 
on Map 3, in Halton and 
within the Greater Toronto 
Area airport system, taking 
into account social, 
economic and envirénmental 
impact, 


options for maximizing the 
utilization of Hamilton Civic 
Airport, and 


improved highway and 
transit access to Lester B. 
Pearson International Airport 
and Hamilton Civic Airport. 


#+* 


Review and comment on any 
proposal of water transportation 
service for commuters based on 
its compatibility with the goals, 
objectives and policies of this 
Plan. ; 


E ENERGY 


E1 The goal for energy is to encourage 
and ensure the conservation and 
wise economic use of energy and 


to 


minimize adverse impacts 


caused by its provision. * 


eee ape 


E2b 


EZ2c 


Policy from current Plan or equivalent 
**Policy modified from current Plan 


e objectives of the Region are: 


To guide development and 
transportation services so that 
energy consumption is held to a 
minimum. * . 


To reduce energy used in public 
and private buildings. 


To promote the use of those 
forms of energy that pose the — 


HEALTHY COMP 


O3u 


DEW) 


23v1 


DEW. 


I3v3 


S 
GD 
2 


Draft New Res/ Flan 
78 


eect ea aoutae 


transportation service for Halton 
residents who, for physical 
and/or medical conditions, 
Cannot utilize the conventional 
transit Services even after their 
adaptation for persons with 
physical disabilities. ** 


Support the expansion and 
improvement of commuter rail 
Services in Halton and their 
integration with nodes and local 
transit services. ** 


Support the provision of a safe 
and efficient railway network 
byie* 
securing grade separations of 
railways and major highways 
where warranted; * 


supporting the continuous 
monitoring and necessary 
actions to improve the safety 
of the movement of 
dangerous goods by rail; and 


ensuring, where possible, 
compatible land uses 
adjacent to railway corridors 
and terminal facilities. * 


Investigate, jointly with 
municipalities in the Greater 
Toronto Area and the Region of 
Hamilton-Wentworth, the 
following issues related to air 
transportation: 


existing Operational 
deficiencies of the system of 
airports in or near the 
Greater Toronto Area, 


Halton’s role in a local airport 
authority, 


February 1993 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 June 1 


REPORT TO: — Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Sublease of a Portion of Airport Development Lot C13 to Canadian Warplane 
Hentage (AIR 94-031) 


RECOMMENDATION: 


a) That the application by Canadian Warplane Heritage to sublease a portion of Lot C13 at 
Hamilton Airport for the purpose of constructing and operating a military aviation 
museum and associated facilities (the Building) and for the purpose of constructing and 
using a taxiway (the Taxiway) over a portion of Lot-C12, be approved, subject to the 
following: 


i) That the term of this sublease shall commence upon the complete satisfaction of 
all the following requirements: 


aa) the Lessee providing written evidence satisfactory to the Commissioner of 
Finance for the Region that the Lessee possesses the financial means and 
resources to satisfy its financial obligations with respect to the funding of 
the Project under the Canada-Ontario Infrastructure Program; 


bb) the Region receives the written approval of the Canada-Ontario 
Infrastructure Program Management Committee with respect to the 
Application for funding under the Program; 


all of which events shall be satisfied by no later than August 1, 1994, and the 
Term shall continue thereafter and shall cease on the 30th day of March, 2036, 
provided however, that where such events are not satisfied prior to August 1, 
1994, the Term of this sublease shall not commence and this sublease shall be 
rendered null and void; 


i) That the Annual Base Rent Rate for this approximately 44,000 square metres of 
land, with the exact area to be determined by survey, be payable upon completion 


iti) 


iv) 


v) 


V1) 


vii) 


eD8 


of the Building, the Taxiway and related facilities and thereafter for the remainder 
of the first five year period of the Term at $1.40 per square metre 

per annum in accordance with the Region’s Airport User Fee By-Law No. 94- 
040, plus the Airport Administrative/Maintenance fee, plus GST to be paid in 
monthly instalments, plus realty taxes; 


That the Annual Base Rent Rate for each subsequent five year period of the 
sublease shail be adjusted to reflect the then current market rent as mutually 
agreed to by the Region and the Lessee or as determined by independent 
appraisal. The Annual Base Rent Rate so determined would then apply for the 
entire subsequent five year period, until revised in accordance with the foregoing 
for each subsequent five year period of the Term. 


That the monthly rent for the land be credited to Land Rental Account No. 1- 
46006-343199, and the monthly Administrative/Maintenance Fee be credited to 
Account No. 1-45137-343199; 


That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability insurance in an amount or amounts satisfactory to 
the Region’s Supervisor of Insurance for each five year period of the Term, 
naming the Region and Transport Canada as co-insureds; 


That the applicant shall commence construction of the Building and Taxiway, as 
proposed to and approved by Transport Canada Land Use Committee, not later 
than September 30, 1994 and shall complete construction of the Building and 
Taxiway, aircraft parking apron and all other associated facilities, including 
landscaping, to the satisfaction of the Airport Genera] Manager not later than June 
I, 1996; 


That the total project funding shall be in the amount of $12,000,000.00 and that 
funding responsibility shall be allocated as follows under the Canada Ontario 
Infrastructure Program: 


Federal Government Share $ 4,000,000.00 
Provincial Government Share $ 4,000,000.00 
Regional Government Share $ 1,000,000.00 
Lessee’s Share $ 3,000,000.00 
TOTAL PROJECT COST: $12,000,000.00 


The Lessee agrees that it shall be responsible for project cost overruns in excess 
of $12,000,000.00 without further obligations or responsibility on the part of the 
Region. 


b) 


C) 


Vill) 


ix) 


x) 


x1) 


X11) 
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That upon execution of the sublease, the Lessee shall in good faith, with all due 
diligence and dispatch, commence all necessary actions and use all necessary 
resources to raise the funds necessary to satisfy its obligations and shall actively 
carry out and perform all necessary fund raising activities and shall actively in 
good faith market the Lessee’s Existing Premises for the purpose of the sale of 
the leasehold interest and improvements to a third party purchaser, which shall 
accordingly be released for development; 


That the Lessee agrees with the Region that it shall strictly comply with and 
observe all requirements, stipulations, guidelines, directives and time lines 
designated by the Canada-Ontario Infrastructure Program and shall agree to be 
bound by and to perform all obligations, covenants and requirements of the 
Region under the Provincial-Municipal Infrastructure Agreement with respect to 
the construction of the Building, Taxiway and related facilities and shall 
indemnify the Region with respect to any and all liability and obligations under 
the Provincial-Municipal Infrastructure Agreement to the extent the obligations 
of the Region relate to this Project; 


That the Region shall grant to the Lessee a non-exclusive and non-personal 
licence to enter upon and over the Taxiway situated on Lot C12 subject to 
compliance with the requirements of the Aeronautics Act and the Hamilton 
Airport Rules and Regulations and the Lessee shall grant to the Region a right of 
way in favour of the remaining portion of Lot C13 so as to provide access to the 
Taxiway in the event the remaining portion of the Lot C13 is subsequently 
developed for aviation related purposes; 


That the Region shall perform, if requested, maintenance services for the 
Taxiway excepting restoration, repairs or upgrading which shall be performed by 
the Lessee and all maintenance costs incurred by the Region shall be charged to 
the Lessee and any other person using the Taxiway in accordance with their 
respective and proportionate usage of the Taxiway; 


That the Lessee shall not assign or sublet its interest under the sublease nor shall 
the Lessee transfer ownership of the Building unless the prior written approval 
of the Region is first obtained which approval may be unreasonably withheld 
notwithstanding the Landlord and Tenant Act; 


That the sublease be in a form satisfactory to the Airport General Manager and the 
Commissioner of Legal Services. 


That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the sublease. 


d, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our Finance Department that the Canadian Warplane Heritage Museum 
is in current standing with the Region. 


BACKGROUND: 


The Airport Management Board at its meeting of February 22, 1994 authorized staff to negotiate 
a lease with Canadian Warplane Heritage (CWH) for the construction of a museum on Lot C13 
such lease to be conditional on CWH obtaining financing within a definitive term of two years, 
and that upon satisfaction of such condition, the present site location of CWH be released for 
development. Regional Council at its meeting of March 21, 1994 authorized and directed that 
an application be submitted for the Canadian Warplane Museum project for funding 
consideration under the Canada-Ontario Infrastructure Works Program. This application has 
been submitted and is awaiting Federal and Provincial government approval. The Canadian 
Warplane Heritage Museum is actively engaged in establishing its share of the project funding 
including the marketing of their existing buildings. 


To meet the administrative requirements of the infrastructure program it is necessary that lease 
and financial approvals be in place no later than | August, 1994 and it is anticipated that this 
deadline can be met in all respects. Funding is expected to be confirmed by all parties in June 
and July. Transport Canada Land Use Committee has given preliminary approval-in-principle 
to the proposed project with final approval subject to submission and approval of detailed plans 
and drawings which are at present being worked on by the CWH architects. The Museum 
property comprises approximately 44,000 square metres of the C13 total area of approximately 
68,000 square metres. 


This report contains recommendations requiring approval prior to the finalization of the lease 
agreement. These recommendations have been agreed to by Canadian Warplane Heritage and 
if approved will permit execution of the sublease by the deadline. 


(eer J. Fudge, Legal Services Department 
B. McMullen, Revenues - Finance 
B. Zolaturiuk, Insurance 


A.D. 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 May 30 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Noise Management - Hamilton Airport 
(AIR 94-029) 


RECOMMENDATION: 


That Airport staff continue to monitor noise management procedures and adherence to those 
procedures with ive action taken as appropriate and that noise complaints continue to be 
, nd discussed with the complainant. 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
N/A 
BACKGROUND: 


Noise management is a continuing activity by airport staff. Noise abatement procedures are 
established and published for the guidance of aircraft operators. The details of these procedures 
are covered at Appendix "A" to this report. Airport staff work closely with airline operations 
managers to ensure adherence to these procedures. Transport Canada Air Traffic Services also 
-have a responsibility to correctly route aircraft in accordance with the published procedures 
although from time to time it may be necessary for safety reasons to change aircraft routing. 
With the Hamilton Airport Control Tower now operating 24 hours per day better monitoring of 
aircraft activities is evident. Recent observations of late night flying activities by airport staff 
have shown 100% compliance with the published noise abatement procedures. Typical noise 
level readings taken are listed at Appendix "B". 


koe 


Noise complaints are primarily handled through the Airport Noise Complaint Line 521-9744. 
Each complaint is recorded, investigated if possible and appropriate, and the complainant is 
called back, within two working days if possible. Attempted call-backs are limited to three 
occasions if no contact can be made initially. A breakdown of current noise complaints is 
included at Appendix "C". 


It is intended to continue to place a heavy emphasis on noise management and control. Staff will 
continue its liaison with airline authorities, who continue to be very co-operative in these 
matters, with a view to keeping them apprised of the sensitivity in the community and the 
importance of adherence to the rules. Procedures will be reviewed at any time circumstances 
suggest that a review would be appropriate and a regular program of noise and route monitoring 
will be continued. Transport Canada’s program to phase out noisy aircraft operations is included 
at Appendix "D". fi ; 


Appendix "A" 


HAMILTON 


NOISE ABATEMENT PROCEDURES 0.E.M.& RA. HAMILTON ONTARIO 


NOISE ABATEMENT PROCEDURES 


GENERAL 


Pursuant to Air Regulation 521(c) and ANO Series ||, No’s 21 and 27, the following 
procedures apply at Hamilton Airport. 


DEPARTURE 
ALL RWYS 


Departures not permitted on Rwy 06, between 2300 hours and 0700 hours local time 
unless authorized by Airport General Manager. 


Rwy 30R - All aircraft, climb to 3000’ ASL direct ALFA NDB. No turns below 3000’ ASL 
and before ALFA NDB. 


Remaining runways - All aircraft, climb on runway heading to 3000'ASL before proceeding 
on course. 


ARRIVAL 
Arrivals not permitted on, and approaches not permitted to, Rwy 24 between 2300 hours 
and 0700 hours local time unless authorized by the Airpart General Manager. 
VISUAL ARRIVALS: 


1. Intercept final approach at or outside the final approach fix 
or 4 NM from the threshoid where there is no final approach fix. 


2. Remain on or above ILS glide slope or assumed 3° glide path. 
3. Maintain 2500’ ASL or last assigned altitude until established on final. 


PREFERENTIAL RUNWAYS 


Between 2300 hours and 0700 hours local time, consisten with safety of operations, 
pilots should select runways in the following order of priority. 


DEPARTURES ARRIVALS 


1, 24 1. 06 
a, Weal 2. 30R 
3. 30R Sami2l 


REVERSE THRUST 


Consistent with safety of operations, pilots should minimize reverse thrust when 
using Rwys 12L and 30R 


TRAINING FLIGHTS 


Training flights not permitted between 2300 hours and 0700 hours local time unless authorized 
by the Airport General Manager. 


INQUIRIES 
Contact the Airport General Manager at (905) 679-4151 between 0900 hours and 1700 hours 
local time. 
NOISE ABATEMENT PROCEDURES HAMILTON ONTARIO 
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: HAMILTON 
AERODROME CHART D.E.M.& A. HAMILTON ONTARIO 
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Appendix "A" 


OEM SR NOISE ABATEMENT PROCEDURES 


GENERAL 


These aircraft operating procedures for the take-off climb have been developed so as to 
ensure that the necessary safety of flight operations is maintained while minimizing 
exposure to noise on the ground. One of the two procedures listed below should be 
applied routinely for ail take-offs where noise abatement procedures are in effect. 


Nothing in these procedures shall prevent the pilot-in command from exercising his/her 
authority for the safe operation of the aircraft, except that when a climb gradient is 
published it must be maintained, or aitemate procedures must be adopted. 


Noise Abatement Procedure. All aerodromes requiring specific Noise Abatement 
Procedures will have the procedures incorporated in the SiD/departure procedure. 
Vertical requirements of Noise Abatement Procedures are described as Procedure A or 
Procedure 8 and published for each airport. Wherever possible, the aircraft operator will 
be given the choice of Procedure A or B. 


The VNAP procedures hereunder describe the methods for noise abatement when a 
problem is shown to exist. They have been designed for application to turbo-jet 
aeroplanes. 


VNAP - VERTICAL NOISE ABATEMENT PROCEDURE 


PROCEDURE A 


Take-off to 1500’ above aerodrome elevation : 
- take-off power 
- take-off flap 
- climb at V2 + 10 to 20 kt (or as limited by body angle). 


At 1500’ : 
- reduce thrust to not less than climb power/thrust. 


1500° to 3000" : 
- climb at V2 + 10 to 20k. 


At 3000’ : 
- accelerate smoothly to enroute climb speed with flap retraction on schedule. 
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PROCEDURE B 


Take-off to 1000’ above aerodrome elevation: 
- take-off power/thrust 
- take-off flap 
- dimb at V2+ 10 to 


At 1000’: 
- maintain a positive rate of climb, accelerate to zero flap minimum safe manoeuver- 
ing speed(VZF) retracting flap on schedule; 


thereafter: 


reduce thrust consistent with the following: 

a) for high bypass ratio engines reduce to normal climb power/thrust; 

b) for low bypass ratio engines, reduce power/thrust if practicable to below normal 
climb thrust but not jess than that necessary to maintain the final take-off engine- 
out climb gradient; and 

c) for aircraft with slow flap retraction, reduce power/thrust at an intermediate flap 
setting; 


thereafter: 


From 1000° to 3000": 
- continue climb at not greater than VZ + 20kt. 
At 3000’: 
-accelerate smoothly to enroute climb speed using normal climb power/thrust. 


NOTE: Aircraft such as supersonic aircraft not using wing flap for take-off should 
reduce thrust before attaining 1000’ but not lower than 500’. 
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NOISE LEVEL READINGS 


DATE: _ Monday, May 2/3, 1994 

WEATHER: Wind 280 @ 07K, 01:00, Temperature +6 
RUNWAY: IFR 30R 

LOCATION: MTO Yard, Highway 2 & 53 


Aircraft Type and Time Readings & Duration 
Background Noise Level Low 65dB 


Normal 70dB (Cars) 
Hi 76dB (Trucks) 


B727-200 2230 Low 80dB (6 seconds) 
Med 90dB (4 seconds) 
Hi 98dB (2 seconds) 
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Aircraft Route Flown 


Departure via ALFA 
Non Directional Beacon 
(NDB) at Hwy 2 & 53 


PA28 Jaga Less than Background Noise Level 


DAE: Monday, May 2/3, 1994 

WEATHER: Wind 280 @ 07K, 01:00, Temperature +6 
RUNWAY: _ IFR 30R 2% 

LOCATION: Book Road and Fiddlers Green 


Aircraft Type and Time Readings & Duration 
Background Noise Level Less Than 65dB 


Normal 70dB (Cars) 
Hi 81dB (Trucks) 


CV58 23:36 95dB (2 seconds) 
SW4 23238 85dB 
CV58 Pa4t - 86dB (2 seconds) 
B727 23:49 84dB 
B27 00:15 104dB (2 seconds) 


70dB (45 seconds) 


MD80 00:21 94dB (4 seconds) 
68dB (45 seconds) 


Aircraft Route Flown 


Via ALFA NDB 
Via ALFA NDB 
Via ALFA NDB 
Landing Runway 12L 


Via ALFA NDB 


Via ALFA NDB 


Month 
JANUARY 
FEBRUARY 
MARCH 
APRIL 


MAY 


*Training 
April 19, 1994 
May 6, 1994 


May 20, 1994 
May 20, 1994 


May 25, 1994 


NOISE COMPLAINT LINE - 521-9744 


Number of Calls During 1994 


Hang Ups 
6 


5) 


10 


Overnight 
Early Morning 


(23:00 til 06:00) 


1 


2 


3 


18 


- Air Canada B747_ - 8 calls 


- Royal Air B727 - | calls 
- Air Canada B747_ - 14 calls 
- Royal Air B727 - 4 calls 


- Royal Air LIOI1 - 19 calls 


Daytime 
(06:00 til 23:00) 


0 


0 
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Single Events 


_(Training*) _ 
0 


0 
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March 9, 1992 


TRANSPORT CANADA TO REGULATE NOISE AT AIRPORTS 


OTTAWA -- Transport Minister Jean Corbeil today announced he will promote 
regulations to phase out the operation of noisier jet aircraft at Canadian airports. 


The proposed regulations would gradually reduce the fleet of noisy aircraft, such as 
DC9s, B727s, and early 737s, beginning on Dec, 31, 1995, with full phase-out by the year 
2002. Industry and public consultations, which are required under the regulatory 
process, should begin this summer. 


The new policy will be applied equally to domestic and foreign air carriers as well as 
new carriers. Certain jet aircraft, equipped to serve points in Northern Canada, will be 
exempt. 


"To ensure this initiative meets the government’s commitment to sustainable 
development, I have asked my officials to start the regulatory process for a national 
phase-out of noisy aircraft, in accordance with International Civil Aviation Organization 
resolutions," Mr. Corbeil said. 


The proposed regulations, now in the early-draft stages, would help to mitigate noise 
impacts at Pearson International and other "noise-sensitive” airports, the Minister said. 
A regulated phase-out of these aircraft would reduce noise exposure more effectively, 
compared to routine retirement or replacement. 


Contact: Patrice Miron 
Minister’s Office, Ottawa 
(613) 991-0700 
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HAMILTON REGION AIRPORT MANAGEMENT BOARD 


AGENDA 
DATE: Thursday, July 14, 1994 
TIME: 8:30 o'clock a.m. 
PLACE: Hamilton Airport Terminal Building 
GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the June 9, 1994 meeting of the Hamilton Region Airport 
Management Board 


C) Minutes of the June 13, 1994 meeting of the Hamilton Region Airport 
Management Board 


CONSENT AGENDA 
Zak Sublease Renewal - Delay River Outfitters cba Air Laurentian (AIR 94-032) 


a) That the application of Air Laurentian to renew their sublease, 
consisting of 26.5 square metres office space and 5.65 square metres 
of counter space, located in the Air Terminal Building, be approved, 
subject to the following: 


i) That the applicant enter into a Supplemental Agreement for 
the term of five (5) years commencing on the Ist day of May, 
1993 and ending the 30th day of April, 1998, after which date 
it shall be determined and ended; 


il) That the rental rate for the 26.5 square metres of office space 
be established at $263.75 per square metre per annum, and the 
rental rate for 5.65 square metres of counter space be 
established at $441.15 per square metre per annum, plus a 10% 
administration/ maintenance fee and 7% GST, resulting in an 
annual rental rate of $11,160.16 which is to be paid in monthly 
instalments of $930.01, plus realty taxes, commencing May 1, 1993; 


1 
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iii) | That the monthly rent for office and counter space be credited 
to Office & Shop Space, Account No. 1-46007-343199, and the 
monthly Administration/Maintenance fee credited to Account 
No. 1-45137-343199; 


iv) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $2,000,000, naming the Region and Transport Canada as co- 
insureds; 


v) That a thirty (30) day termination clause be included in the 
Supplemental Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region, in a form satisfactory to the Commissioner of Legal Services. 


2.2 Airport Sublease - US Air Express, operated by Jetstream International 
Airlines, Inc. (AIR 94-033) 


a) That the application received by US Air Express, operated by 
Jetstream International Airlines, Inc., to sublease 21.65 square metres 
of office space, 10.40 square metres of counter space and 3.0 square 
metres of bonded warehouse space, as previously occupied by US Air 
Express, operated by Chautauqua Airlines Inc., be approved, subject 
to the following: 


i) That the applicant enter into a Sublease Agreement for the 
term of one (1) year commencing on the 8th day of May 1994, 
and thereafter from year to year, but in no event to exceed five 
(5) years; 


il) That the rental rate for 21.65 square metres of office space be 
established at $263.75 per square metre per annum, the rental 
rate for 10.40 square metres of counter space be established at 
$441.15 per square metre per annum, and the rental rate for 
the 3.0 square metres of bonded warehouse be established at 
$197.65 per square metre per annum, plus a 10% 
administration/ maintenance fee and 7% GST, resulting in an 
annual rental rate of $12,818.82 which is to be paid in monthly 
instalments of $1,068.24, plus realty taxes, commencing May 8, 
1994; 


Hamilton Region Airport 


Management Board 


b) 


iii) 


iv) 


Vv) 
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That the monthly rent for office, counter and bonded 
warehouse space be credited to Office & Shop Space, Account 
No. 1-46007-343199, and the monthly Administration/ 
Maintenance fee credited to Account No. 1-45137-343199; 


That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


That a thirty (30) day termination clause be included in the 
Sublease for both parties; 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Sublease Agreement, on behalf of the Region, 
in a form satisfactory to the Commissioner of Legal Services. 


25 Sublease Renewal - Hamilton Hertz (1983) Limited (AIR 94-034) 


a) 


That the application of Hamilton Hertz (1983) Limited to renew their 
current sublease, consisting of 3.25 square metres of counter space in 
the Terminal Building, and seven (7) car park spaces located east of 
the Terminal Building, be approved, subject to the following: 


i) 


iii) 


That the applicant enter into a Supplemental Agreement to 
Sublease No. 141625 for the term of one (1) year commencing 
on the Ist day of May, 1994 and ending on the 30th day of 
April, 1995; 


That the rental rate for 3.25 square metres of counter space be 
established at $441.15 per square metre per annum, and the 
rental rate for seven (7) car park spaces be established at 
$13.45 per car per month, plus a 10% administrative/ 
maintenance fee, plus 7% GST, resulting in an annual rental 
rate of $3,017.28, which is to be paid in monthly instalments of 
$251.44, plus realty taxes, commencing May 1, 1994 and subject 
to any future Transport Canada rental rate increases; 


That the monthly rent for the counter space be credited to 
Office & Shop Space, Account No. 1-46007-343199, and the 
related car park spaces credited to Car Parking - Car Rental 
Account No. 1-45019-343199, and the monthly Administration/ 
Maintenance fee credited to Account No. 1-45137-343199; 
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iv) That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


v) That a thirty (30) day termination clause be included in the 
sublease for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Sublease Agreement, on behalf of the Region, 
in a form satisfactory to the Commissioner of Legal Services. 


2.4 | Temporary Sublease Renewal - Aero Futures Flight Centre (AIR 94-036) 


a) That the request of Aero Futures Flight Centre to renew their current 
temporary land Sublease No. 143113 to accommodate a trailer to 
operate a flight training school, located west of the Hamilton Flying 
Club, be approved subject to the following: 


i) That the applicant enter into a one-year Supplemental 
Agreement with the Region, commencing on the 1st day of 
September, 1994, in a form satisfactory to the Commissioner of 
Legal Services and Transport Canada; 


il) That this Supplemental Agreement include a 240-day proposal 
period allowing Aero Futures Flight Centre to bring forward 
submissions to the Airport General Manager for permanent 
relocation at the Airport. Failure to comply, or in the absence 
of available sites, would result in no further renewals at the end 
of the one-year term; 


iii) | That the rental rate for this temporary trailer site be established 
at $100 per month, plus a 10% administration/maintenance fee, 
plus 7% GST, resulting in an annual rental rate of $1,412.40, to 
be paid in monthly instalments of $117.70, plus realty taxes, 
commencing September 1, 1994 and subject to any future 
Transport Canada rental rate increases; 


iv) That the applicant be required to deposit with the Region the 
first and last months’ rent at the time of executing the 
Supplemental Agreement; 


Hamilton Region Airport ; Agenda July 14, 1994 
Management Board 


v) That the monthly land rental rate be credited to the Land 
Rental - Lease Account No. 1-46006-343199, and the monthly 
administration/maintenance fee credited to the Administration/ 
Maintenance Fee Account No. 1-45137-343199; 


vi) That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport-Canada as co- 
insureds; . 


vii) That a thirty (30) day termination clause be included in the 
one-year Supplemental Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region, in a form satisfactory to the Commissioner of Legal Services. 


2.5 Supplemental Agreement to Sublease No. 143782 - Ontario Flightcraft 
Limited and Kelowna Flightcraft Limited (AIR 94-038) 


a) That the request of Ontario Flightcraft Limited to exercise its option 
to lease Lot C8 as contained in the Sublease, and to amend the said 
Sublease to include the westerly portion of Lot C9 as part of the 
leased premises, be approved; 


b) That the foregoing be implemented through the following amendments 
to the Sublease: 


i) That Article 1.1. of the Sublease be amended by deleting 
therefrom the definition of "Premises" which appears on Page | 
3 of the said Sublease, and substituting the following therefor: 


"Premises means the portion of the lands comprising the 
Airport leased to the Lessee by this Lease, including the off-site 
adjacent parking area, which Premises may be more particularly 
described as Part of Part 2, Reference Plan 62R-11334, 
designated as Lots C6 and C8, and the westerly portion of Lot 
C9, as designated on Transport Canada's Commercial Property 
Subdivision Plan 0120 of the Hamilton Airport, together with 
the road allowance between Lot C6 and Lot C8 and the 
westerly portion of Lot C9, all as more particularly outlined in 
red on Schedule "D" and which premises shall be verified by a 
complete Plan of Survey prepared and registered on title in 
accordance with Article 1.04 of Schedule "F"." 
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ii) That Schedule "D" of the Sublease outlining the Description of 
the Premises be, and the same is, hereby deleted and removed 
from the said Sublease and shall be substituted with a new 
Schedule "D", in full replacement thereof; 


iii) That Articles 1.01, 1.02 and 1.03 contained in Schedule "F" be, 
and the same are, amended as follows: 


aa) All references to the total ground area of approximately 
Fifteen Thousand (15,000) square metres comprising the 
Premises shall be deemed to refer to a total ground area 
of approximately Twenty-three Thousand and Fifty 
(23,050) square metres; 


bb) Reference to the sum of Twenty-One Thousand Dollars 
($21,000) as contained in Article 1.01 shall be deleted, 
and the sum of Thirty-Two Thousand Two Hundred and 
Seventy Dollars ($32,270) shall be substituted therefor; 


cc) Reference to the sum of Nine Thousand Dollars ($9,000) 
contained in Article 1.01 shall be deleted, and the sum 
of Thirteen Thousand Eight Hundred and Thirty Dollars 
($13,830) shall be substituted therefor; 


iv) That the provisions of Article 10 of the Sublease shall continue 
to apply, and all requirements contained therein shall be 
observed and complied with by the Lessee, failing which this 
Supplemental Agreement shall be rendered null and void; 


Cc) That all other Terms and Conditions of the said Sublease be ratified 
and confirmed and shall remain unchanged and in full force and effect; 


d) That Kelowna Flightcraft Ltd. and Kelowna Flightcraft Air Charters 
Ltd., as Guarantors of the Sublease, be required to confirm, consent 
to and agree with the foregoing; 


e) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute a Supplemental Agreement, on behalf of the 
Region, incorporating the foregoing, in a form satisfactory to the 
Commissioner of Legal Services. 


2.6 For the Information of the Board: 


a) Airport Marketing Officer (AIR 94-035) 
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b) Highway 6 (New) from Highway 403 to Highway 53 (AIR 94-037) 
c) Airport Accounts Receivable Over 90 Days as at June 27, 1994 


d) Minutes of the June 29, 1994 meeting of the Marketing Sub- 
Committee 


3 DISCUSSION AGENDA 


3.1 Discussion of Consent Items 


4. ADJOURNMENT 


Nb) 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board met at 10:00 p.m. on Thursday, June 9, 
1994 in the Hamilton Airport Terminal Building. 


Present: Chairman K. Gregg 
Councillors G. Etherington, D. Wilson; O. Boris, 
J. Mongeon, J. Skelton 


Absent with regrets: Regional Chairman R. J. Whynott - Regional Business 
Mayor R. Wade - Other Business 
Councillors D. Agostino, H. Merling - Other Business 
Messrs. L. Culver, J. Monaco - Other Business 


Also present: Councillor F. MacIntyre 
Messrs. S. L. Kincaid, B. MacSween, J. Fudge; 
Mmes. S. Renshaw, J. Furlani, C. Biggs 


Thirty minutes after the appointed time of the meeting, a quorum was not present. The 
secretary recorded the names of those in attendance and the meeting stood adjourned. 


Chairman 


Secretary 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 
The Hamilton Region Airport Management Board met at 12:30 p.m. on Monday, June 13, 
1994 in the 15th Floor Committee Room, Regional Offices. 


_ Present: Chairman K. Gregg . 
Regional Chairman R. J. Whynott; Councillors G. Etherington, 
R. Wade; O. Boris, J. Mongeon, J. Skelton 


Absent with regrets: Councillors D. Agostino, H. Merling, D. Wilson; 
Messrs. L. Culver, J. Monaco - Other Business 


Also present: Messrs. S. L. Kincaid, B. MacSween, J. Fudge; 
Mmes. S. Renshaw, J. Furlani, C. Biggs 


if GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 


b) Minutes of the May 12, 1994 meeting of the Hamilton Region Airport 
Management Board 


(Mongeon/Wade) 
Be received and adopted as presented. CARRIED. 


C) Minutes of the May 26, 1994 meeting of the Hamilton Region Airport 
Management Board 


(Mongeon/Wade) 
Be received and adopted as amended. CARRIED. 


The figure of $75,850 in sub-section (c) of Item 2.1 respecting the Strategic 
Plan for Hamilton Airport - Consultant (AIR 94-028) should read "$74,850" 
(typographical error). 


Ze CONSENT AGENDA 


(Mongeon/Etherington) 
Zk User Fee By-law No. R94-040 Amendment - Hamilton Airport (AIR 94-030) 


a) That Regional By-law No. R94-040 to initiate 1994 Airport Fees and 
Charges for services provided by the Regional Municipality of 
Hamilton-Wentworth be amended to reflect the increases established 
under the Air Services Charges Regulations (ASCR) as published in 
the Canada Gazette Part I on February 26, 1994, and subsequently 
approved by the Minister of Transport, effective May 1, 1994; 
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b) 


That the amendments contained in Schedule 1, as attached to Report 
AIR 94-030, be implemented effective May 1, 1994. 


IDA For the Information of the Board: 


That the following items be received: 


a) 
b) 


Airport Accounts Receivable Over 90 Days as at May 27, 1994 | 


Correspondence from Chairman R. J. Whynott to Councillor Colin 
Best, Town of Milton, respecting air transportation and local airport 
authorities CARRIED. 


3: DISCUSSION AGENDA 


ool Sublease of a Portion of Airport Development Lot C13 to Canadian Warplane 
Heritage (AIR 94-031) 


(Skelton/Wade) 


a) 


That the application by Canadian Warplane Heritage (the Lessee) to 
sublease a portion of Lot C13 at Hamilton Airport for the purpose of 
constructing and operating a military aviation museum and associated 
facilities (the Building) and for the purpose of constructing and using 
a taxiway (the Taxiway) over a portion of Lot C12, be approved, 
subject to the following: 


i) That the term of this sublease shall commence upon the 
complete satisfaction of all the following requirements: 


aa) the Lessee providing written evidence satisfactory to the 
Commissioner of Finance for the Region, that the 
Lessee possesses the financial means and resources to 
Satisfy its financial obligations with respect to the 
funding of the Project under the Canada-Ontario 
Infrastructure Program; 


bb) the Region receives the written approval of the Canada- 
Ontario Infrastructure Program Management Committee 
with respect to the Application for funding under the 
Program; 
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ii) 


ii) 


iv) 


vi) 
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all of which events shall be satisfied by no later than August 1, 
1994, and the Term shall continue thereafter and shall cease on 
the 30th day of March, 2036, provided however, that where such 
events are not Satisfied prior to August 1, 1994, the Term of 
this sublease shall not commence and this sublease shall be 
rendered null and void; 


That the Annual Base Rent Rate for this approximately 44,000 
square metres of land, with the exact area to be determined by 
survey, be payable upon completion of the Building, the Taxi- 
way and related facilities and thereafter for the remainder of 
the first five-year period of the Term at $1.40 per square metre 
per annum in accordance with the Region's Airport User Fee 
By-law No. R94-040, plus the Airport Administrative/ 
Maintenance fee, plus GST to be paid in monthly instalments, 
plus realty taxes; 


That the Annual Base Rent for each subsequent five-year 
period of the sublease shall be adjusted to reflect the then 
current market rent as mutually agreed to by the Region and 
the Lessee, or as determined by independent appraisal. The 
Annual Base Rent Rate so determined would then apply for the 
entire subsequent five-year period, until revised in accordance 
with the foregoing for each subsequent five-year period of the 
Term; 


That the monthly rent for the land be credited to Land Rental 
Account No. 1-46006-343199, and the monthly Administrative / 
Maintenance Fee be credited to Account No. 1-45137-343199; 


That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in an amount 
or amounts satisfactory to the Region's Supervisor of Insurance 
for each five-year period of the Term, naming the Region and 
Transport Canada as co-insureds; 


That the applicant shall commence construction of the Building 
and Taxiway, as proposed to and approved by Transport 
Canada Land Use Committee, not later than September 30, 
1994, and shall complete construction of the Building and 
Taxiway, aircraft parking apron and all other associated 
facilities, including landscaping, to the satisfaction of the 
Airport General Manager, not later than June 1, 1996; 
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viii) 


ix) 


x) 


Minutes June 13, 1994 


That the total project funding shall be in the amount of 
$12,000,000 and that funding responsibility shall be allocated as 
follows under the Canada Ontario Infrastructure Program: 


Federal Government Share $ 4,000,000 
Provincial Government Share 4,000,000 
Regional Government Share 1,000,000 
Lessee's Share 3,000,000 
TOTAL PROJECT COST: $12,000,000 


The Lessee agrees that it shall be responsible for project cost 
overruns in excess of $12,000,000 without further obligations or 
responsibility on the part of the Region; 


That upon execution of the sublease, the Lessee shall, in good 
faith, with all due diligence and dispatch, commence all 
necessary actions and use all necessary resources to raise the 
funds necessary to satisfy its obligations and shall actively carry 
out and perform all necessary fund raising activities and shall 
actively, in good faith, market the Lessee's Existing Premises for 
the purpose of the sale of the leasehold interest and 
improvements to a third party purchaser, which shall 
accordingly be released for development; 


That the Lessee agrees with the Region that it shall strictly 
comply with and observe all requirements, stipulations, 
guidelines, directives and time lines designated by the Canada- 
Ontario Infrastructure Program and shall agree to be bound by 
and to perform all obligations, covenants and requirements of 
the Region under the Provincial-Municipal Infrastructure 
Agreement with respect to the construction of the Building, 
Taxiway and related facilities and shall indemnify the Region 
with respect to any and all liability and obligations under the 
Provincial-Municipal Infrastructure Agreement to the extent the 
obligations of the Region relate to this Project; 


That the Region shall grant to the Lessee a non-exclusive and 
non-personal licence to enter upon and over the Taxiway 
situated on Lot C12, subject to compliance with the 
requirements of the Aeronautics Act and the Hamilton Airport 
Rules and Regulations, and the Lessee shall grant to the 
Region a right-of-way in favour of the remaining portion of Lot 
C13 so as to provide access to the Taxiway in the event the 
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remaining portion of the Lot C13 is subsequently developed for 
aviation-related purposes; 


That the Region shall perform, if requested, maintenance 
services for the Taxiway, excepting restoration, repairs or 
upgrading, which shall be performed by the Lessee and all 
maintenance costs incurred by the Region shall be charged to 
the Lessee and any other person using the Taxiway in 
accordance with their respective and proportionate usage of the 
Taxiway; 


That the Lessee shall not assign or sublet its interest under the 
sublease nor shall the Lessee transfer ownership of the Building 
unless the prior written approval of the Region is first obtained, 
which approval may be unreasonably withheld, notwithstanding 
the Landlord and Tenant Act; 


b) That the sublease be in a form satisfactory to the Airport General 
Manager and the Commissioner of Legal Services; 
c) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the sublease. CARRIED. 
3.2 Noise Management - Hamilton Airport (AIR 94-029) 
(Whynott/Mongeon) 
That Airport staff continue to monitor noise management procedures and 
adherence to those procedures with corrective action taken as appropriate and 
that noise complaints continue to be recorded, investigated and discussed with 
the complainant. CARRIED. 
On motion (Boris/Wade) the Board adjourned at 1:00 p.m. CARRIED. 
Chairman 
Secretary 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


1994 June 23 


REPORT TO: Chairman and Members 


Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 


Airport General Manager 


SUBJECT: Sublease Renewal - Delay River Outfitters carrying on business as 


Air Laurentian (AIR 94-032) 


RECOMMENDATION: 


a) 


That the application of Air Laurentian to renew their sublease consisting of 26.5 square 
metres of office space and 5.65 square metres of counter space located in the Air 
Terminal Building be approved, subject to the following: 


i) That the applicant enter into a Supplemental Agreement for the term of five (5) 
years commencing on the Ist day of May 1993 and ending the 30th day of April 
1998, after which date it shall be determined and ended; 


ii) That the rental rate for the 26.5 square metres of office space be established at 
$263.75 per square metre per annum, and the rental rate for 5.65 square metres 
of counter space be established at $441.15 per square metre per annum, plus a 
10% administration/maintenance fee and 7% G.S.T., resulting in an annual rental 
rate of $11,160.16 which is to be paid in monthly instalments of $930.01, plus 
realty taxes, commencing May 1, 1993; 


ill) That the monthly rent for office and counter space be credited to Office & Shop 
Space, Account No. 1-46007-343199, and that the monthly Administration/ 
Maintenance fee be credited to Account No. 1-45137-343199; 


iv) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


v) That a thirty (30) day termination clause be included in the Supplemental 
Agreement for both parties; 


’ 
Ww 
1 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the Supplemental Agreement on behalf of the Region in a form satisfactory to the 
Commissioner of Legal Services. 


incaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our finance department that Air Laurentian has recently brought their 
account to a Satisfactory status. 


BACKGROUND: 


The Airport Administration Office is in receipt of a letter from Mr. J. R. Masse of Air 
Laurention (copy attached hereto), requesting the renewal of their sublease at Hamilton Airport 
for a five year term. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


a | 2 Bele, AIRPCAT 
Ed Shin Laurentta po 
Colne | 


June 6, 1994 Mees 


(t MARKETING 


Mr. Samuel L. Kincaid 

Airport General Manager 

Hamilton Airport Management Office 
1206-9300 Airport Road 

Mount Hope, “Ont: ~ 

LOR 1WO ra 


Dear Mr. Kincaid; 


I have been informed that our lease with the Airport Authority 
SxpinredsApr ul 307 1993. 


Air Laurentian hereby requests a five year extension to the subject 
lease effective May 1, 1993 with a30 day notice of cancellation 
clause. . 


ity Aepeblene Tela foregoing will meet with your approval. 


OTTAWA INTERNATIONAL AIRPORT 
P.O. BOX 818, RR#5, Ottawa, Ontario KIG 3N3_ Tet: (613) 738-2454 Fax: (613) 738-9184 


AD. 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 July 4 

REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 

FROM: Samuel L. Kincaid 
Airport General Manager 

SUBJECT: Airport Sublease USAir Express operated by Jetstream International Airlines, 
Inc. (AIR 94-033) 

RECOMMENDATION: 

a) That the application received by USAir Express operated by Jetstream International 


Airlines, Inc. to sublease 21.65 square metres of office space, 10.40 square metres of 
counter space and 3.0 square metres of bonded warehouse space, as previously occupied 
by USAir Express operated by Chautauqua Airlines Inc. be approved subject to the 
following: 


i) 


ii) 


iii) 


iv) 


That the applicant enter into a Sublease Agreement for the term of one (1) year 
commencing on the 8th day of May 1994 and thereafter from year to year but in 
no event to exceed five (5) years; 


That the rental rate for 21.65 square metres of office space be established at 
$263.75 per square metre per annum, the rental rate for 10.40 square metres of 
counter space be established at $441.15 per square metres per annum and the 
rental rate for the 3.0 square metres of bonded warehouse be established at 
$197.65 per square metre per annum, plus a 10% administration/maintenance fee 
and 7% G.S.T., resulting in an annual rental rate of $12,818.82 which is to be 
paid in monthly instalments of $1,068.24, plus realty taxes, commencing May 8, 
1994; 


That the monthly rent for office, counter and bonded warehouse space be credited 
to Office & Shop Space, Account No. 1-46007-343199, and that the monthly 
Administration/Maintenance fee be credited to Account No. 1-45137-343199; 


That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


og 


Vv) That a thirty (30) day termination clause be included in the Sublease for both 
parties; 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the Sublease Agreement on behalf of the Region, in a form satisfactory to the 
Commissioner of 


aid, Airport General Manager 
NANCIAL/STAFFING/LEGAL IMPLICATIONS: 


Our finance department has performed the necessary due diligence procedures and report that 
this company is in good financial standing with good paying habits. 


BACKGROUND: 


The Airport Administration Office is in receipt of a letter from USAir Express Operated by 
Jetstream International Airlines, Inc. requesting a sublease identical to that of USAir Express 
Operated by Chautauqua Airlines Inc. 


Your Board received Report AIR 94-022, at its meeting of April 14, 1994, which outlined 
USAir Express Operated by Jetstream International Airlines, Inc. would begin covering the 
schedule from Pittsburg to Hamilton which was being covered by USAir Express Operated by 
Chautauqua Airlines Inc., an affiliate carrier. 


Unlike Chautauqua Airlines which is an affiliate carrier, Jetstream International Airlines is a 
wholly owned subsidiary of the USAir Group along with Jetstream’s sister company USAir Inc. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


. USAir HAMILTO:. 


EXPRESS Bey ce eee 


noe 
= 


Operated by | 04 May 1994 


Jetstream International Airlines, Inc. 


3401 Park Center Dr., Suite 290 
Dayton, Ohio 45414 VIA FACSIMILE 


(513) 454-1116 
FAX: (513) 454-0653 


Mrs. Mirella Thompson 

Airport Lease/Invoice Coordinator 
The Regional Municipality of 
Hamilton-Wentworth 

Hamilton Airport 

Mount Hope, Ontario LOR 1WO 


Dear Mrs. Thompson, 


It is our intention to sublease the space at Hamilton Airport currently leased to Chautauqua 
Airlines. As you requested, in order to expedite this request, here is the information required: 


© Legal name of company: Jetstream International Airlines, Inc. 
Contact: John Albrecht 
Director Customer Service 
3401 Park Center Dr., Suite 290 
Dayton, Ohio 45414-6002 
Length of sublease term: 1 year, renewable up to 5 years 
I have spoken with Mr. Zolaturiuk as you suggested. Per his direction, we have arranged for 
insurance ccrtificates for not less than $5,000,006 per occurrence to be issued. They will be 
sent by our broker Alexander and Alexander under a separate cover to your attention. 
Please let me know if anything else is required for our commencement of service on Sunday. 


Thank you for your assistance. 


Sincerely, 


ae Laflec 
. John Albrecht 
9 Director Customer Service 


JA/bp 


C: G Bowman 
T. Keuscher 


AS 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 June 6 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Sublease Renewal Hamilton Hertz (1983) Limited 
(AIR 94-034) 


RECOMMENDATION: 


a) That the application of Hamilton Hertz (1983) Limited to renew their current sublease 
consisting of 3.25 square metres of counter space in the terminal building, and seven (7) 
car park spaces located east of the terminal building, be approved subject to the 
following: 


i) That the applicant enter into a Supplemental Agrement to Sublease No. 141625 
for the term of one (1) year commencing on the Ist day of May 1994 and ending 
the 30th day of April 1995; 


il) That the rental rate for 3.25 square metres of counter space be established at 
$441.15 per square metre per annum, and the rental rate for seven (7) car park 
spaces be established at $13.45 per car per month, plus a 10% administrative/ 
maintenance fee, plus 7% G.S.T. resulting in an annual rental rate of $3,017.28 
which is to be paid in monthly instalments of $251.44, plus realty taxes, 
commencing May 1, 1994 and subject to any future Transport Canada rental rate 
increases; 


ili) That the monthly rent for the counter space be credited to Office & Shop Space, 
Account No. 1-46007-343199, and the related car park spaces be credited to Car 
Parking - Car Rental Account No. 1-45019-343199 and that the monthly 
Administration/Maintenance fee be credited to Account No. 1-45137-343199; 


iV) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


Vv) That a thirty (30) day termination clause be included in the sublease for both 
parties; 


en ah 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the Sublease on behalf of the Region in a form satisfactory to the Commissioner of Legal 


S. L. Kjacaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our finance department that this tenant is in current standing. 


BACKGROUND: 


We are in receipt of a letter from Mr. C. Voke of Hamilton Hertz (1983) Limited (copy 
attached), requesting that his sublease be extended for an additional year. Sublease No. 141625 
with Hamilton Hertz (1993) Limited expired on April 30, 1994, and a renewal agreement is 
required. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


FROM : !HAMILTON HERTZ 90057 PHONE NO. : 416 525 1135 PO1 


JHErezZ, 


HAMILTON HERTZ (1983) LIMITED 


HERTZ International Licensee . 
74 Cannon Street Wes aa . 
Hamilton, Ontario Lan BE ior ae 
Telaphone (905) 525-1122 10 GOVERNOR'S ROAD 
DUNDAS, LOH 682 
Hamilton Ali rt 5 Spectaining in insurance Aepincenents 
Mount Hope, Ontario (905). 627-9082 
| HAMILTON AIRPORT JUNE 23/94 


ATTENTION MIRELLA THOMPSON 
| 


Nee 
This letter will confirm that HAMILTON HERTZ 1983 LTD 
will renew our lease for another term. 


C24 MLE 


© CHRISTOPHER VOKE 
“i g HAMILTON HERTZ 


ai 


ce 
i! * Woah? « 


AY 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 June 27 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Temporary Sublease Renewal - Aero Futures Flight Centre 
(AIR 94-036) 
RECOMMENDATION: 
a) That the request of Aero Futures Flight Centre to renew their current temporary land 


Sublease No. 143113 to accommodate a trailer to operate a flight training school, located 
west of the Hamilton Flying Club, be approved subject to the following: 


i) That the applicant enter into a one-year Supplemental Agreement with the Region, 
in a form satisfactory to the Commissioner of Legal Services and Transport 
Canada commencing on the Ist day of September, 1994. 


il) That this Supplemental Agreement include a 240 day proposal period allowing 
Aero Futures Flight Centre to bring forward submissions to the Airport General 
Manager for permanent re-location at the Airport. Failure to comply or in the 
absence of available sites, would result in no further renewals at the end of the 
one-year term. 


ili) | That the rental rate for this temporary trailer site be established at $100.00 per 
month, plus a 10% administration/maintenance fee, plus 7% G.S.T., resulting in 
an annual rental rate of $1,412.40, to be paid in monthly instalments of $117.70, 
plus realty taxes, commencing September 1, 1994, and subject to any future 
Transport Canada rental rate increases; 


iv) That the applicant be required to deposit with the Region the first and last 
months’ rent at the time of executing the Supplemental Agreement; 


Vv) That the monthly land rental rate be credited to the Land Rental -Lease Account 
No. 1-46006-343199 and the monthly administration/maintenance fee be credited 
to the Administration/Maintenance Fee Account No. 1-45137-343199; 


ie 


Vi) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


vii) That a thirty-day termination clause be included in the one-year Supplemental 
Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk, be authorized and directed to execute 
the Supplemental Agreement on behalf of the Region. 


; Kincaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our Finance Department that this tenant is in good current 
standing. 


BACKGROUND: 


At a recent meeting held between the President of Aero Futures Flight Centre and staff of 
the Airport General Manager's office, it was established that presently, a permanent location 
at the Airport was not probable because of the impending land developments and an 
extension for an additional year was granted. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


AT 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 June 29 
REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board. 
FROM: Samuel L. Kincaid 
Airport General Manager 
SUBJECT: Supplemental Agreement to Sublease No. 143782 - Ontario Flightcraft 
Limited and Kelowna Flightcraft Limited (AIR 94-038) 
RECOMMENDATION: 


a) That the request of Ontario Flightcraft Limited to exercise it option to lease Lot C8 as 
contained in the Sublease, and to amend the said Sublease to include the westerly portion 


© of Lot 


C9 as part of the leased Premises, be approved; 


b) That the foregoing be implemented through the following amendments to the Sublease: 


i) 


ii) 


fe) 


That Article 1.1 of Sublease, be amended by deleting therefrom the definition of 
"Premises" which appears on Page 3 of the said Sublease, and substituting the 
following therefor: 


“Premises means the portion of the lands comprising the Airport leased 
to the Lessee by this Lease including the off-site adjacent parking area, 
which Premises may be more particularly described as Part of Part 2, 
Reference Plan 62R-11334, designated as Lots C6 and C8, and the 
westerly portion of Lot C9, as designated on Transport Canada’s 
Commercial Property Subdivision Plan 0120 of the Hamilton Airport, 
together with the road allowance between Lot C6 and Lot C8 and the 
westerly portion of Lot C9, all as more particularly outlined in red on 
Schedule "D" and which premises shall be verified by a complete Plan of 
Survey prepared and registered on title in accordance with Article 1.04 of 
Schedule “F"."; 


That Schedule "D" of the Sublease , outlining the Description of the Premises, 
be and the same, is hereby deleted and removed from the said Sublease and shall 
be substituted with a new Schedule "D", in full replacement thereof; 


C) 


d) 


e) 


ili) 


iv) 


BN ue 


That Articles 1.01, 1.02 and 1.03, contained in Schedule "F", be and the same, 
are amended as follows: 


aa) 


bb) 


cc) 


All references to the total ground area of approximately FIFTEEN 
THOUSAND (15,000) square metres comprising the Premises shall be 
deemed to refer to a total ground area of approximately TWENTY 
THREE THOUSAND AND FIFTY (23,050) square metres; 


Reference to the sum of TWENTY ONE THOUSAND DOLLARS 
($21,000), as contained in Article 1.01, shall be deleted and the sum of 
THIRTY TWO THOUSAND TWO HUNDRED AND SEVENTY 
DOLLARS ($32,270) shall be substituted therefore; 


Reference to the sum of NINE THOUSAND DOLLARS ($9,000), 
contained in Article 1.01, shall be deleted and the sum of THIRTEEN 
THOUSAND EIGHT HUNDRED AND THIRTY DOLLARS ($13,830) 
shall be substituted therefore; 


That the provisions of Article 10 of the Sublease shall continue to apply, and all 
requirements contained therein shall be observed and complied with by the 
Lessee, failing which, this Supplemental Agreement shall be rendered null and 


void; 


That all other Terms and Conditions of the said Sublease be ratified and confirmed and 
shall remain unchanged and in full force and effect; 


That Kelowna Flightcraft Ltd. and Kelowna Flightcraft Air Charters Ltd. as Guarantors 
of the Sublease be required to confirm, consent to, and agree with the foregoing; 


That the Regional Chairman and Regional Clerk be authorized and directed to execute 
a Supplemental Agreement on behalf of the Region, incorporating the foregoing, in a 
form satisfactory to the Commissioner of Legal Services. 


incaid, Airport General Manager 


a Se 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


The confirmation and the ratification by the Guarantors to the Sublease concerning the expansion 
of the Premises and corresponding increase in rents is necessary in order to preserve the 
corporate guarantees of the Sublease. 


The most effective means of implementing the option and request to expand the leased Premises 
can be achieved through a supplemental agreement amending the main sublease. 


BACKGROUND: 


The Kelowna Group of Companies wish to exercise their Option to Lease Lot C8 at Hamilton 
Airport. When they gained the Purolator Courier Ltd. air freight contract, their requirement for 
apron parking increased. - It is now their intention to locate their hangar on Lot C8 and the 
westerly portion of Lot C9. Lot C6 would then be kept for apron purposes. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


3.6 (a) 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 June 24 

REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 
Marketing Sub-Committee 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Airport Marketing Officer (AIR 94-035) 


L. Kincaid, Airport General Manager 


BACKGROUND: 


We have been formally advised by the Manager of Business Development, that Sylvia Renshaw 
has requested to be re-assigned to the Economic Development Department effective June 30th, 
1994. This re-assignment has been approved. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 June 27 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Highway 6 (New) from Highway 403 to Highway 53 (AIR 94-037) 


ncaid, Airport General Manager 


BACKGROUND: 


On April 20th, 1994 the Ministry of Transportation held a Public Information Meeting regarding 
Highway 6 (New) from Highway 403 to Highway 53. 


The attached letter from Mr. Peter Chackeris is for your information. 


| Ministry _ Ministére Rea ate | Ay" 
Vv of | desta eng 20) | | : t ware ; 


Ontario. 


Transportation Tramsports 


Planning and Design 
Central Region 
Atrium Tower, 5th. Floor 
1201 Wilson Avenue 
Downsview, OntardaAtiLTON Ai BEORT 


me 1J8 . ee MO Ot Ot 


(Rowe oe ee ee cer ee eee 


Telephone: 235- sae 


June 21, 1994 e 7 | 


1; GS 


Mr. Samuel L. Kincaid. 
Airport General Manager 
9300 Airport Road 

Suite 2206. 

Air Terminal Building 
_ Mount. Hope, Ontario 

LOR 1WO 


Dear Mr. Kincaid: 


‘Re: Highway 6 (New). from Highway 403 to Highway 53 


Thank you for attending our Public Information. Centre (PIC) 
for Highway 6 (New) from Highway 403 to Highway 53. on. 
April 20, 1994, at the Ancaster Fairgrounds .. ne Baia sa! Sots you 
found the EG informative. _ ; 


I would also like: to take this: SO pOe ares to thank you for 
submitting comments on this project and for your port for 
the Highway 6 (New) sseR OE 


For the: sections of Highway 6 (New). Prom Highway! 53050 Airport’ 

. and then southerly to the Caledonia By-pass, the Ministry is 
pursuing the resolution of a number of . environmental, 
engineering and property issues, before a construction 
schedule can be established. 


The proposed pre-contact work to refine requirements related 
to highway layout, property, drainage and water quality, 
utility relocations, highway illumination, ‘construction 
staging, detours, vegetation, wildlife habitat, noise impacts, 
landscaping and archaeological work, etc. commenced in May, 
L994. 


Made from recovered -~ ‘:srials Fait de matériaux récupérés. 


ors 


The proposed public participation program will include 
contacts and presentations to local municipalities, an 
information centre in the Spring of 1995, and ongoing liaison 
with various agencies and interest groups. A Nocuricacion of 
the study. start-up: will be placed in. the local newspapers in 
the near future. 


Should you require any further information on the above study, 
iit do not hesitate to contact: 


Tibor Szekely, P. Eng. 
Senior Project Manager 
Ministry of Transportation 
Highway Engineering Section 
Central Region 

1201 Wilson Avenue . 

4th Floor, Atrium Tower 
Downsview, Ontario ~ 

M3M 1J8. . 


Telephone: 416-235-5535 
Fax: | 416-235-4382 


Your participation in this project is appreciated. 


Yours truly, 


Peter Chackeris, P.Eng. 
Senior Project Engineer 


ee DILLON 


Transportation Transports 
Ontario 


HIGHWAY 6(NEW) | 
FROM HIGHWAY 403 TO HIGHWAY 53 


COMMENT FORM 


We are very pleased to see tne start of construction on this project this September. 


This highway is of critical importance to Hamilton Airport and its rapid completion 


would be a priority. In this regard it was disturbing to find out that the link 


between Highway 53 and the Airport will not start before 1996 at the earliest. 


To properly support the business endeavours at the Airport and to create new 


services and job opportunities, this schedule must be advanced. 


If we, at the Airport, can provide any assistance and advice to the project team, 
please give me a call at the Airport at any time. We wish you the best in this 


project and hope that it comes in under budget and ahead of schedule. 


(Sie 


So \ 


LSDas 


Please send your comments to: 


Peter Chackeris, P.Eng. or Russell Barr, P.Eng. 
Senior Project Engineer Project Manager 
Ministry of Transportation M.M. Dillon Limited 
Sth Floor, Atnum Tower 100 Sheppard Ave. East 
1201 Wilson Ave. Box 1850 

Downsview, Ontano North York, Ontario 
M3M 1J8 M2N 6H5 

Phone: (416) 235-5567 Phone: (416) 229-4646 
Fax: (416) 235 - 4382 Fax: (416) 229-4692 


Name: Samuel L. Kincaid, Airport General Manager 
Address: 9300 Airport Road, Suite 2206, Air Terminal Building 


Mount Hope, Ontario 


LOR 1WO 


Postal Code: Phone: (905) 679-4151 


etic 


) REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: June 27, 1994 


REPORT TO: Chairman and Members | 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT June 27, 1994 


@. G.W Lawson 


BACKGROUND: 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of June 27, 1994. 


The total accounts receivable for the Airport is $148,030.01 of which $5,664.34 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


Two new accounts have been added since the previous report of May 27, 1994. Two of the 
accounts in that report have been settled. In addition to the accounts on Appendix "A", 
there are 11 accounts under $100 outstanding over 90 days with a credit balance of $836.47. 


Some of the accounts on this report will have to be written off as companies are bankrupt 
and no funds are available to distribute to the creditors. Airport staff have requested 
approval from Transport Canada to write off these accounts. 
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3.6 (ad) 


The Hamilton Region Airport Management Board Marketing Sub-Committee met at 8:30 a.m. 
on Wednesday, June 29th, 1994 at the Hamilton Airport Board Room located in the terminal 
building. 


MINUTES OF THE HAMILTON REGION 
AIRPORT MANAGEMENT BOARD 
MARKETING SUB-COMMITTEE 


Present: Chairman J. Monaco 
K. Gregg 
J. Mongeon 
J. Skelton 


Absent with regrets: D. Agostino 
ECulver. 


Also Present: Messrs. S. Kincaid, N. Catalano 
Mmes. S. Renshaw, M. Thompson 


Ik. GENERAL 


a) Minutes of the March 30th, 1994 meeting of the Hamilton Region Airport 
Management Board Marketing Sub-Committee. 


(Mongeon/Skelton) 
Be received and adopted as presented. CARRIED. 


Ze DISCUSSION AGENDA 
2.1 Airport Marketing Officer (AIR 94-035) 


The Director of Economic Development advised the Marketing Sub-Committee 
that in the interim, he will be responsible for the Airport Marketing Officer 
position. 


(Gregg/Mongeon) 
That in accordance with Item 12 of Economic Development and Planning 
Committee Report 16-93, approved by Council on December 7, 1993, respecting 
the Full-Time Airport Marketing Officer (CAO 93-032), the Economic 
Development Department continue to provide its current level of service to the 
Airport. 

CARRIED. 

ah OTHER BUSINESS 


3.1 On behalf of the Airport Marketing Sub-Committee, the Chairman thanked Sylvia 
Renshaw for the hard work and efforts demonstrated in Marketing the Airport. 
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3.2 Corporate Tent - 1995 Airshow 


Staff has obtained from the Hamilton International Airshow the approximate costs 
involved in obtaining a corporate tent at the next airshow. These costs would be 
as follows: 


$3,800.00 - includes 20 x 20 tent 
- 180 passes for both days 
- tables and chairs 


$1,400.00*  - alcohol for both days utilizing Airshow sponsors 
* (estimation) 
$3,780.00 —_- based on 180 attendants each day at $10.50 per 
person (taxes included) 
- price includes food(hamburgers, hot dogs, sausages, 
salads, deserts), caterers, and gratuities 


$8,980.00 TOTAL 


On motion (Gregg/Mongeon) the Marketing Sub-Committee adjourned at 9:10 a.m. 


Chairman 


Secretary 
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AGENDA | 
‘AUG 75 
DATE: Tuesday, August 16, 1994 
TIME: 8:30 o'clock a.m. BOVERNBENT BOC 
PLACE: Hamilton Airport Terminal Building 
1. |. GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the July 14, 1994 meeting of the Hamilton Region Airport 


Management Board 


Me CONSENT AGENDA 


2s Sublease Renewal Amendments - United Parcel Service of Canada Ltd. 


(AIR 94-043) 


a) That Items 2.1(a) and 2.1(a)(ii) of Report AIR 94-009 respecting 
Sublease Renewal - United Parcel Service of Canada Ltd., approved 
by the Hamilton Region Airport Management Board on March 10, 
1994, be amended to reflect rental rates for increased leased area at 
the Ontario Hamilton Project Team Building (O.H.P.T.) and related 


parking area, as follows: 


Sag Sublease Renewal - United Parcel Service of Canada Ltd. 


a) That the application by United Parcel Service of Canada 
Ltd. to renew their Sublease No. 143403 for the Ontario 
Hamilton Project Team Building (O.H.P.T.), consisting 
of 206 square metres, and 1,251 square metres of related 


parking area, be approved, subject to the following: 


Hamilton Region Airport 
Management Board 


3. 


4. 


ii) 


Agenda August 16, 1994 


That the current rental rate of $82.12 per square 
metre per annum be charged for the O.H.P.T. 
building, which consists of 206 square metres, and 
the $2.03 per square metre per annum be 
charged for 1,251 square metres of related 
parking area, plus a 10% administrative/ 
maintenance fee, plus 7% GST, resulting in an 
annual rental rate of $22,900.01, to be paid in 
monthly instalments of $1,908.33, plus realty 
taxes, commencing March 1, 1994, and subject to 
any future Transport Canada rental increases; 


b) That the Regional Chairman and Regional Clerk be authorized and directed 
to execute a Supplemental Agreement on behalf of the Region to reflect the 
above-mentioned amendments. 


Dae For the Information of the Board: 


That the following items be received: 


a) Airport Accounts Receivable over 90 Days as at July 27, 1994 


b) Hamilton Airport - Budget Exception Report - January to June 30, 


1994 (AIR 94-042) 


C) Correspondence dated July 18, 1994 from the Honourable G. Pouliot, 
Minister of Transportation, to Regional Chairman R. Whynott, 
approving a subsidy for the Hamilton Airport Strategic Plan 


d) Article from the July 30, 1994 edition of "The Spectator" entitled, "Up 


in the Air" 


DISCUSSION AGENDA 


3.1 Discussion of Consent Items 


ADJOURNMENT 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 
The Hamilton Region Airport Management Board met at 8:30 a.m. Thursday, July 14, 1994 
in the Terminal Building, Hamilton Airport. 


Present: Chairman K. Gregg 
Vice Chairman O. Boris 
Regional Chairman R. J. Whynott; Councillors G. Etherington, 
__H. Merling; J. Monaco, J. Skelton 


Absent with regrets: | Mayor R. Wade - Vacation 
Councillors D. Agostino, D. Wilson 
L. Culver, J. Mongeon 


Also present: Messrs. S. L. Kincaid, J. Fudge, N. Catalano; 
Mmes. J. Furlani, M. Thompson, C. Biggs 


i GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 


b) . Minutes of the June 9, 1994 meeting of the Hamilton Region Airport 
Management Board 


(Etherington/Skelton) | 
Be received and adopted as presented. CARRIED. 


c) Minutes of the June 13, 1994 meeting of the Hamilton Region Airport 
Management Board . 


(Etherington/Monaco) 
Be received and adopted as presented. CARRIED. 


Zs CONSENT AGENDA 


(Merling/Monaco) 
2.1 Sublease Renewal - Delay River Outfitters cba Air Laurentian (AIR 94-032) 


a) That the application of Air Laurentian to renew their sublease, 
consisting of 26.5 square metres office space and 5.65 square metres 
of counter space, located in the Air Terminal Building, be approved, 
subject to the following: 


i) That the applicant enter into a Supplemental Agreement for 
the term of five (5) years commencing on the Ist day of May, 
1993 and ending the 30th day of April, 1998, after which date 
it shall be determined and ended; 
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b) 


ii) That the rental rate for the 26.5 square metres of office space 
be established at $263.75 per square metre per annum, and the 
rental rate for 5.65 square metres of counter space be 
established at $441.15 per square metre per annum, plus a 10% 
administration/maintenance fee and 7% GST, resulting in an 
annual rental rate of $11,160.16 which is to be paid in monthly 
instalments of $930.01, plus realty taxes, commencing May 1, 
1993; 


iii) | That the monthly rent for office and counter space be credited 
to Office & Shop Space, Account No. 1-46007-343199, and the 
monthly Administration/Maintenance fee credited to Account 
No. 1-45137-343199; 


iv) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $2,000,000, naming the Region and Transport Canada as co- 
insureds; 


v) That a thirty (30) day termination clause be included in the 
Supplemental Agreement for both parties; 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region, in a form satisfactory to the Commissioner of Legal Services. 


Airport Sublease - US Air Express, operated by Jetstream International 
Airlines, Inc. (AIR 94-033) 


a) 


That the application received by US Air Express, operated by 
Jetstream International Airlines, Inc., to sublease 21.65 square metres 
of office space, 10.40 square metres of counter space and 3.0 square 
metres of bonded warehouse space, as previously occupied by US Air 
Express, operated by Chautauqua Airlines Inc., be approved, subject 
to the following: 


i) That the applicant enter into a Sublease Agreement for the 
term of one (1) year commencing on the 8th day of May 1994, 
and thereafter from year to year, but in no event to exceed five 
(5) years; 


Hamilton Region Airport 


Management Board 


b) 


i 


iii) 


iv) 


v) 


Minutes . July 14, 1994 


That the rental rate for 21.65 square metres of office space be 
established at $263.75 per square metre per annum, the rental 
rate for 10.40 square metres of counter space be established at 
$441.15 per square metre per annum, and the rental rate for 
the 3.0 square metres of bonded warehouse be established at 
$197.65 per square metre per annum, plus a 10% 
administration/ maintenance fee and 7% GST, resulting in an 
annual rental rate of $12,818.82 which is to be paid in monthly 
instalments of $1,068.24, plus realty taxes, commencing May 8, 
1994; 


That the monthly rent for office, counter and bonded 
warehouse space be credited to Office & Shop Space, Account 
No. 1-46007-343199, and the monthly Administration/ 
Maintenance fee credited to Account No. 1-45137-343199; 


That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


That a thirty (30) day termination clause be included in the 
Sublease for both parties; ~ 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Sublease Agreement, on behalf of the Region, 
in a form satisfactory to the Commissioner of Legal Services. 


pHa Sublease Renewal - Hamilton Hertz (1983) Limited (AIR 94-034) 


a) 


That the application of Hamilton Hertz (1983) Limited to renew their 
current sublease, consisting of 3.25 square metres of counter space in 
the Terminal Building, and seven (7) car park spaces located east of 
the Terminal Building, be approved, subject to the following: 


i) 


That the applicant enter into a Supplemental Agreement to 
Sublease No. 141625 for the term of one (1) year commencing 
on the Ist day of May, 1994 and ending on the 30th day of 
April, 1995; 
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b) 


ii) That the rental rate for 3.25 square metres of counter space be 
established at $441.15 per square metre per annum, and the 
rental rate for seven (7) car park spaces be established at 
$13.45 per car per month, plus a 10% administrative/ 
maintenance fee, plus 7% GST, resulting in an annual rental 
trate of $3,017.28, which is to be paid in monthly instalments of 
$251.44, plus realty taxes, commencing May 1, 1994 and subject 
to any future Transport Canada rental rate increases; 


iii) | That the monthly rent for the counter space be credited to 
Office & Shop Space, Account No. 1-46007-343199, and the 
related car park spaces credited to Car Parking - Car Rental 
Account No. 1-45019-343199, and the monthly Administration/ 
Maintenance fee credited to Account No. 1-45137-343199; 


iv) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


v) That a thirty (30) day termination clause be included in the 
sublease for both parties; 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Sublease Agreement, on behalf of the Region, 
in a form satisfactory to the Commissioner of Legal Services. 


2.4 Temporary Sublease Renewal - Aero Futures Flight Centre (AIR 94-036) 


a) 


That the request of Aero Futures Flight Centre to renew their current 
temporary land Sublease No. 143113 to accommodate a trailer to 
operate a flight training school, located west of the Hamilton Flying 
Club, be approved subject to the following: 


i) That the applicant enter into a one-year Supplemental 
Agreement with the Region, commencing on the Ist day of 
September, 1994, in a form satisfactory to the Commissioner of 
Legal Services and Transport Canada; 
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il) That this Supplemental Agreement include a 240-day proposal 
period allowing Aero Futures Flight Centre to bring forward 
_ submissions to the Airport General Manager for permanent 
relocation at the Airport. Failure to comply, or in the absence 
of available sites, would result in no further renewals at the end 

of the one-year term; 


iii) | That the rental rate for this temporary trailer site be established 
at $100 per month, plus a 10% administration/maintenance fee, 
plus 7% GST, resulting in an annual rental rate of $1,412.40, to 
be paid in monthly instalments of $117.70, plus realty taxes, 
commencing September 1, 1994 and subject to any future 
Transport Canada rental rate increases; 


iv) That the applicant be required to deposit with the Region the 
first and last months' rent at the time of executing the 
Supplemental Agreement; 


v) That the monthly land rental rate be credited to the Land 
Rental - Lease Account No. 1-46006-343199, and the monthly 
administration/maintenance fee credited to the Administration/ 
Maintenance Fee Account No. 1-45137-343199; 


vi) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


vii) That a thirty (30) day termination clause be included in the 
one-year Supplemental Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region, in a form satisfactory to the Commissioner of Legal Services. 


Fee) Supplemental Agreement to Sublease No. 143782 - Ontario Flightcraft 
Limited and Kelowna Flightcraft Limited (AIR 94-038) 


a) That the request of Ontario Flightcraft Limited to exercise its option 
to lease Lot C8 as contained in the Sublease, and to amend the said 
Sublease to include the westerly portion of Lot C9 as part of the 
leased premises, be approved; 
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b) That the foregoing be implemented through the following amendments 
to the Sublease: my: 


i) That Article 1.1. of the Sublease be amended by deleting 
therefrom the definition of "Premises" which appears on Page 
3 of the said Sublease, and substituting the following therefor: 


"Premises means the portion of the lands comprising the 
Airport leased to the Lessee by this Lease, including the off-site 
adjacent parking area, which Premises may be more particularly 
described as Part of Part 2, Reference Plan 62R-11334, 
designated as Lots C6 and C8, and the westerly portion of Lot 
C9, as designated on Transport Canada's Commercial Property 
Subdivision Plan 0120 of the Hamilton Airport, together with 
the road allowance between Lot C6 and Lot C8 and the 
westerly portion of Lot C9, all as more particularly outlined in 
red on Schedule "D" and which premises shall be verified by a 
complete Plan of Survey prepared and registered on title in 
accordance with Article 1.04 of Schedule "F"." 


il) That Schedule "D" of the Sublease outlining the Description of 
the Premises be, and the same is, hereby deleted and removed 
from the said Sublease and shall be substituted with a new 
Schedule "D", in full replacement thereof; 


ill) That Articles 1.01, 1.02 and 1.03 contained in Schedule "F" be, 
and the same are, amended as follows: 


aa) All references to the total ground area of approximately 
Fifteen Thousand (15,000) square metres comprising the 
Premises shall be deemed to refer to a total ground area 
of approximately Twenty-three Thousand and Fifty 
(23,050) square metres; 


bb) Reference to the sum of Twenty-One Thousand Dollars 
($21,000) as contained in Article 1.01 shall be deleted, 
and the sum of Thirty-Two Thousand Two Hundred and 
Seventy Dollars ($32,270) shall be substituted therefor; 


cc) Reference to the sum of Nine Thousand Dollars ($9,000) 
contained in Article 1.01 shall be deleted, and the sum 
of Thirteen Thousand Eight Hundred and Thirty Dollars 
($13,830) shall be substituted therefor; 
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c) 


d) 


e) 


iv) That the provisions of Article 10 of the Sublease shall continue 
to apply, and all requirements contained therein shall be 
observed and complied with by the Lessee, failing which this 
Supplemental Agreement shall be rendered null and void; 


That all other Terms and Conditions of the said Sublease be ratified 
and confirmed and shall remain unchanged and in full force and effect; 


That Kelowna Flightcraft Ltd. and Kelowna Flightcraft Air Charters 
Ltd., as Guarantors of the Sublease, be required to confirm, consent 
to and agree with the foregoing; 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute a Supplemental Agreement, on behalf of the 
Region, incorporating the foregoing, in a form satisfactory to the 
Commissioner of Legal Services. 


2.6 For the Information of the Board: 


a) Airport Marketing Officer (AIR 94-035) 
b) Highway 6 (New) from Highway 403 to Highway 53 (AIR 94-037) 
C) Airport Accounts Receivable Over 90 Days as at June 27, 1994 
d) Minutes of the June 29, 1994 meeting of the Marketing Sub- 
Committee 
(Merling/Monaco) 


That the Consent Agenda be amended by adding three New Business Items, as 


follows: 


NEW BUSINESS #1 


Temporary Sublease Renewal - MBA Marsh Brothers Aviation Inc. 
(AIR 94-039) 


a) 


That the request of MBA Marsh Brothers Aviation Inc. to renew their 
current temporary land Sublease No. 143584 consisting of 1,636 square 
metres located east of the Terminal Building and associated customer 
parking to accommodate a portable office complex which supports a 
fuelling operation be approved, subject to the following: 
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i) 


ii) 


i) 


iv) 


v) 


vi) 


vil) 


Minutes July 14, 1994 


That the applicant enter into a one-year Supplemental 
Agreement with the Region, in a form satisfactory to the 
Commissioner of Legal Services and Transport Canada 
commencing on the 1st day of August, 1994; 


That this Supplemental Agreement include a 240 day proposal 
period allowing MBA Marsh Brothers Aviation Inc. to bring 
forward submissions to the Airport General Manager for 
permanent relocation at the Airport. Failure to comply or in 
the absence of available sites, would result in no further 
renewals at the end of the one-year term; 


That the rental rate for 1,636 square metres of land be 
established at $2.60 per square metre per annum, and the rate 
for six car park spaces be established at $13.45 per car per 
month, plus a 10% administration/maintenance fee, as well 
$120.00 per month for hydro charges, plus 7% GST, resulting 
in an annual rental rate of $6,274.69, to be paid in monthly 
instalments of $522.89, plus realty taxes, commencing August 1, 
1994, and subject to any future Transport Canada rental rate 
increases; 


That the applicant be required to deposit with the Region the 
first and last months' rent at the time of executing the 
Supplemental Agreement; 


That the monthly land rental rate be credited to the Land 
Rental - Lease Account No. 1-46006-343199 and associated car 
parking be credited to the Car Parking Account No. 1-45019- 
343199 and the monthly administration/maintenance fee be 
credited to the Administration/Maintenance Fee Account No. 


. 1-45137-343199; 


That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000.00, naming the Region and Transport Canada as 
co-insureds; 


That a thirty-day termination clause be included in the one-year 
Supplemental Agreement for both parties; 


That the Regional Chairman and Regional Clerk, be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region. ’ (Attachment) 
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NEW BUSINESS #2 
Second Quarter Report - Landing Fees 1993-1994 (AIR 94-040) - 


That Report AIR 94-040 respecting Second Quarter Report - Landing Fees 
1993-1994, be received for information. (Attachment) 


NEW BUSINESS #3 
Second Quarter Report - Passenger Totals 1993-1994 (AIR 94-041) 
That Report AIR 94-041 respecting Second Quarter Report - Passenger 
Totals 1993-1994, be received for information. (Attachment) 
Amendment CARRIED. 
Motion as amended CARRIED. 
ah DISCUSSION AGENDA 
3.1 Discussion of Consent Items 
N/A 
NEW BUSINESS #4 | 
Strategic Plan for Hamilton Airport 
The Airport General Manager gave a verbal update/overview on the status 
of the preparation of the Strategic Plan for the Airport, and the work that has 
been performed to date by the consultants. It was also indicated that the new 
National Airports Policy announcement by Transport Canada will have an 
impact on the direction of the Strategic Plan. 


NEW BUSINESS #5 


National Airports Policy - Announcement by Transport Canada 


(Skelton/Monaco) 
That the National Airports Policy be referred to the Transport Canada Sub- 
Committee for further investigation and review. CARRIED. 
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On motion (Boris/Skelton) the Board adjourned at 9:20 a.m. CARRIED. 


Chairman 


Secretary 
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New Business #1 
AMB - July 14, 1994 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 July 11 
REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 
FROM: Samuel L. Kincaid 
Airport General Manager 
SUBJECT: Temporary Sublease Renewal - MBA Marsh Brothers Aviation Inc. 
(AIR 94-039) 
RECOMMENDATION: 
a) That the request of MBA Marsh Brothers Aviation Inc. to renew their current temporary 


land Sublease No. 143584 consisting of 1,636 square metres located east of the Terminal 
Building and associated customer parking to accommodate a portable office complex 
which supports a fuelling operation be approved, subject to the following: 


i) 


ii) 


iii) 


iv) 


That the applicant enter into a one-year Supplemental Agreement with the Region, 
in a form satisfactory to the Commissioner of Legal Services and Transport 
Canada commencing on the lst day of August, 1994. 


That this Supplemental Agreement include a 240 day proposal period allowing 
MBA Marsh Brothers Aviation Inc. to bring forward submissions to the Airport 
General Manager for permanent re-location at the Airport. Failure to comply or 
in the absence of available sites, would result in no further renewals at the end 
of the one-year term. 


That the rental rate for 1,636 square metres of land be established at $2.60 per 
square metre per annum, and the rate for six car park spaces be established at 
$13.45 per car per month, plus a 10% administration/maintenance fee, as well 
$120.00 per month for hydro charges, plus 7% G.S.T., resulting in an annual 
rental rate of $6,274.69, to be paid in monthly instalments of $522.89, plus realty 
taxes, commencing August 1, 1994, and subject to any future Transport Canada 
rental rate increases; 


That the applicant be required to deposit with the Region the first and last 
months’ rent at the time of executing the Supplemental Agreement; 


Ne 


Vv) That the monthly land rental rate be credited to the Land Rental -Lease Account 
No. 1-46006-343199 and associated car parking be credited to the Car Parking 
Account No. 1-45019-343199 and the monthly administration/maintenance fee be 
credited to the Administration/Maintenance Fee Account No. 1-45137-343199; 


vi) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


' vii) That a thirty-day termination clause be included in the one-year Supplemental 
Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk, be authorized and directed to execute 
the Supplemental Agreement on behalf of the Region. 


incaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our finance department that this tenant is in good current standing. 


BACKGROUND: 


The Airport Administration Office is in receipt of a letter from the President of MBA Marsh 
Brothers Aviation Inc. requesting an additional renewal term. Presently, a permanent location 
at the Airport is not possible because of the impending land developments, therefore an extension 
for an additional year should be granted. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


New Business #2 
AMB - July 14, 1994 


REGION OF HAMILTON-WENTWORTH 


- INFORMATION - 
DATE: 1994 July 12 
130-010.1 
REPORT TO: Chairman and Members 


Hamilton Region Airport Management Board 
FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Second Quarter Report - Landing Fees 1993/1994 
(AIR 94-040) 


ncaid, Airport General Manager 
BACKGROUND: 


Attached to this report is the Hamilton Airport Comparative Analysis - Landing Fee Revenue 
for 1993/1994, 


You will note that the landing fees up to June 1994 is $434,283.49 as compared to $284,045.06 
in 1993, an increase of $150,238.63 or 52.8%. 
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New Business #3 
AMB - July 14, 1994 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 July 12 
120-001 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Second Quarter Report - Passenger Totals 1993/1994 
(AIR_94-041) 


aid, Airport General Manager 
BACKGROUND: . 
Attached to this report is the Hamilton Airport Passenger Embarkation Totals for 1993 and 1994. 


The total figures represent passengers departing from this airport only. For passengers 
embarking and disembarking the total should be doubled. 


You will note that the total passenger embarkation for the second quarter of 1994 is 8,605 as 
compared to 12,698 for 1993, a decrease of 4,093. 
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A. | 
REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 4 August 1994 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Sublease Renewal Amendments - United Parcel Service of Canada Ltd. (AIR 
94-043) 
RECOMMENDATION: 


a) That Items 2.1(a) and 2.1 (a)(ii) of Report AIR 94-009 respecting Sublease Renewal - 
United Parcel Service of Canada Ltd., approved by the Hamilton Region Airport 
Management Board on March 10, 1994, be amended to reflect rental rates for increased 
leased area at the Ontario Hamilton Project Team Building (O.H.P.T.) and related 
parking area, as follows: 


2.1 Sublease Renewal - United Parcel Service of Canada Ltd. 


a) That the application by United Parcel Service of Canada Ltd. to renew 
their sublease No. 143403 for the Ontario Hamilton Project Team building 
(O.H.P.T.), consisting of 206 square metres, and 1,251 square metres of 
related parking area, be approved, subject to the following: 


il) That the current rental rate of $82.12 per square metre per annum 
be charged for the O.H.P.T. building, which consists of 206 
Square metres, and the $2.03 per square metre per annum be 
charged for 1,251 square metres of related parking are, plus a 
10% administrative/maintenance fee, plus 7% G.S.T., resulting in 
an annual rental rate of $22,900.01, to be paid in monthly 
instalments of $1,908.33, plus realty taxes, commencing March 1, 
1994 and subject to any further Transport Canada rental increases; 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
a Supplemental Agreement on behalf of the Region to reflect the above mentioned 
amendments. 


maak 1 


Ree oe Peal 
PC tee 1a 


Re ae eee ue = 
S. L. Kincaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


N/A 


BACKGROUND: 


Your Board, at its meeting of March 10th, 1994, approved a Supplemental Agreement for a one 
year renewal to United Parcel Service of Canada Ltd., with the condition that they provide the 
Airport General Manger’s office with a current legal survey by a Certified Surveyor. This 
survey depicts an increase in rented space from 197.6 square metres to 206 square metres for 
the O.H.P.T. building and 1,090 square metres to 1,251 square metres of related parking area. 


It is therefore recommended that the annual rent be adjusted accordingly. 


JBM/mt 


c.c. Joseph Fudge, Assistant Corporate Counsel 

c.c. Trish Boin, Documents Clerk 

c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Joanne Furlani, Airport Financial Analyst 

c.c. Bob Zolaturiuk, Insurance Co-ordinator 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: July 27, 1994 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT July 27, 1994 


BACKGROUND: 


Monthly, this report is submitted to the Committee for their information. The attached 
appendix is a listing of the larger accounts receivable which are at least 90 days overdue as 
of July 27, 1994. 


The total accounts receivable for the Airport is $231,501.64 of which $5,193.19 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


One new account has been added since the previous report of June 27, 1994. None of the 
accounts in that report have been settled. In addition to the accounts on Appendix "A", 
there are 11 accounts under $100 outstanding over 90 days with a credit balance of $721.70. 


Some of the accounts on this report will have to be written off as companies are bankrupt 
and no funds are available to distribute to the creditors. Airport staff have requested 
approval from Transport Canada to write off these accounts. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 July 14 
130-012 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Hamilton Airport - Budget Exception Report 
January to June 30, 1994 (AIR 94-042) 


ncaid, Airport General Manager 


BACKGROUND: 


The Hamilton Airport Budget Exception Report for the period ending June 30, 1994 is being 
forwarded to this Board pursuant to Regional Finance Policy. 


The Committee of the Whole at its meeting of March 9, 1994 and Regional Council at it meeting 
of April 5, 1994 approved both the Airport’s Subsidized and Non-subsidized Budgets. 


On April 5, 1994, Regional Council approved of a total Operations and Maintenance Budget 
(Subsidized Airport Budget) in the amount of $1,788,670. The amount includes a subsidy of 
$819,000 and projected revenue of $969,670. It is necessary to note that although the 
Subsidized Airport Budget was approved by Regional Council, the Airport General Manager’s 
office is still in negotiations on the budget with Transport Canada. In view of the increase in 
activities at Hamilton Airport, the Operations and Maintenance Budget requires a few 
adjustments. Airport staff are currently negotiating with Transport Canada on various increases 
in expenditures and revenues. An account breakdown is not available to date and therefore it 
is difficult to determine whether or not there are any variances to report. Unfortunately, by 
using the current figures approved by Regional Council, a Budget Exception Report for the 
Subsidized. Budget is not possible at this time. 


=. 


The above figures do not include the Hamilton-Wentworth portion of the airport budget (Non- 
subsidized Airport Budget) which is a total of $165,800, with a net cost of $99,300, when 
revenues are taken into account. 


The expenditures and revenues for January to June, 1994 for the Non-subsidized Airport Budget 
have been reviewed. The following are the variances: - 


(F - Favourable, U - Unfavourable) 


1994 

Budget Variance 
EXPENDITURES 
No variances 
REVENUES 
46007-344101 - Office and Shop Space 5,000 (2,600) (U) 
Regionally owned offices currently not completely 
leased out. 


You will note on the Summary of Variances of the Non-subsidized Airport Budget that the 
forecasted unfavourable variance still remains at $2,600 by year-end, thereby causing the net 
cost to increase from the approved $99,300 to $101,900. 


In the meantime, airport staff is continuing negotiations with Transport Canada for final © 


approval-in-principle for the 1994 Hamilton Airport Operations and Maintenance Budget. Once 
this approval has been granted, the Board will be advised. 


ce: J. DiBattista, Finance Department 


BUDGE@EXGEr TON REPORT 
PROGRAM VARIANCE DETAIL 


Reporting Period: June 30 , 1994 Department: Airport 
9 Program: Non-subsidizeda Airport budget 
Favourable/ Favourable/ 
(Unfavourable) (Unfavourable) 
Variance Variance 
To Date Forecast for Y/E 
| Expenditure Variance - Please Explain 5 $ 
| spe peste aeararenren «wl 
Total Expenditure Variance 
Reganue Variance - Please Explain 
) BUDGET 
| 46007-344101 5,000 (2,600) 
Office & Shop Space 
Regionally owned office not completely 
leased out. 
Total Revenue Variance (2,600) 
Total Program Variance (2,600) 


Recommended Action To Be Taken: 


No Action. 


- =. 
Program Manager: 
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sal ine Woes RECEIVED AUG 4 g94 , 
pate Inistry Ministére Ferguson G 3rd Flo Edifice Ferguson, 3 étage 
at , of des ee Wellesley St. West 77, rue Wellesley ouest 
“i Transportation Tre oronto, Ontario Toronto (Ontario) 
«8 wy, p ansports M7A 1Z8 MZ 1Z8 
Ontario a 
=) Office of the Bureau du (416) 327-9200 
Minister ministre 
Colts Vale one e 4: 


Mropkews (Reg) Whynott 
Regional Chairman ; 

The Regional Municipality of 
Hamilton-Wentworth 

iS AO) Sefebre S710) 

Hamilton, Ontario 

L8N 3V9 


Dear Mr. Whynott: 


With reference to your letter of June 
Dicasecd econ nrornmayou Chat 1 have app 
EOmetmoetateq1 ce Plan for Hamitcon Air 


The eocst of the Strategic Plan is estimated at $99,000. 
© The ministry will apply a subsidy rate of 75% to the 
actual cost of the eligible items for a maximum 


Galglipe iebiestelet done sire Ol Oloye 


Administrative requirements of the ministry can be 
Socata oymCouceGccingaMir. John ron of the Aviation 
Giesice pats alo 235-4045), 


My best wishes to you on the undertaking of this most 
Vomeiwi Memoria! Ve fom ne wana tom Atrport sand for 


the Regional Municipality of Hamilton-Wentworth. 


Sincerely, 


Gilles Pouliot 
Minister 


CC a ane ici ike MOLROW a MEP aWentwoLren East 
Mr. Don Abel, MPP, Wentworth North 


Made from recovered materials Fait de matériaux récupérés 


Sermce fee “BF yeni term 50.700. incl. Weekends lnc. 


By PAUL MITCHELL 
The Spectator 


oadblocks and the 

lack of availahie 
i. pace are 
endangering Hamilton 
Airport's ability to attract 
a major aircraft 
manufacturing facility 
that could bring as many 
as 400 jobs to the region. 


The airport may aot be able to 
accommodate a proposal by Aero 
Composites Canada Inc. to build a 

_ jet trainer manufacturing plant 
and other facilities. 

Regional officials say they are 
willing to negotiate a favorable 
deal for the development but the 
company has already decided to 
locate part of its operations in 
Brantford, 

at decision alone has cost 
the Hamilton-Wentworth region 


up to 60 new jobs by the end of the ' 


ar. 
z Phil Nelson, president of 
Heaton beved Can- 
Aero . Apart: 
périn Ge aecrah deal, 
sedate ei 
e plan 
made within weeks. — 
| Hesaid Hamilton was 
mitially a favored site 
because of its amenities, 
including its location, sir 
traffic control operations, 
fira and rescue facilities 
and a runway system suit- 
able fortesting sircraft. 

“The problem is Hamilton 
doesn’t have any space available 
for us right now. We’ve started 
looking at other sites,” he said. 

“Another location may be bet- 
ter for us. We haven’t discounted 
Hamilton but we have recently 
leased 20,000 square feet of 
space at Brantford Airport.” 

Mn Nelson said difficulties in 
locating in Hamilton are frustrat- 
ing because of hig own association 
with the airport over the years. 
Can-Aero Leasing, founded in 
1688, is involved in global aircraft 
leasing and sales. 

“Tve been flying out of Hamil- 
ton Airport for 25 years and always 
thought of myseifas an airport pro- 
moter,” he said. 


“fT SURPRISED me there were so 

many roadblocks here.” 

Can-Aero and its partmer, Ven- 
ga Aerospace Systems inc. of Hud- 
son, Que., has already negotlated 
a joint venture deal to produce its 
Brushfire jet trainer, made from 
composite materials, in China 

The joint venture, BaoCan 
Composite Products Ltd., this 
week announced details of a man- 
achuring contract with the Nan- 
hang Aircraft Co, to lease 40,000 
square feet of manufacturing 
space in Jiangxi province in south- 
east China. 


BaoCan Composite also has 
plans to produce a variety of prod- 
ucts made from composite mate- 
rials in China, including bicycles 


TEL Canada's Comminications Stores 
James, HamiHon 383-2264 


gd. 


Phi Nelson, preaident of Can-Asro Leasing inc., with picture of Venga TG-10 airplane In background. 


Jp in the air 


Saal) 


Roadblocks and lack of space are 

hurting the chances of Hamilton 

Airport to attract a major aircraft 
manufacturing facility 


eeecvesscaseasess SASS OSEKSEHHHHOHSHLODHSE CC LEDSLSEEEBEES POP eDOROL OOS 


and boats. 

The Canadian partners’ plans 
for this country include manufac- 
turing the Brushfire here for a 
global market not accessible from 


' China, the production of its Tim- 


berwolflight aircraft, a program 
to convert former military aircraft 
for specialized civilian uses and a 
training program for its Chinese 
and Canadian employees, being 
developed with the help of 
Mohawk College. 


“THE INTENTION is to have the 
Canadian facility developed in 
parallel with the China facility, 
where production ts starting later 
this year or early next year,” Mr. 
Nelson said, 

“Over the next week we'll be 
pulling together the whole situa- 
tion to see what our next step is.” 


Can-Aero has partially been 


stymied in Hamilton beeause air- 
port land that might bave been 
appropriate has been snapped up 
by other projects. 

The proposed Canadian War- 
plane Heritage Museum, which 
received a $12 million infusion 
from the Canada-Ontario Infra- 
structure Works Program on 
Thursday, will occupy space at a 
southeast portion of airport land. 

Kelowna Flightcraft, which has 
already created 155 new jobs at 
the airport this year to service its 
operating contract with Purolator 
Courier, is building a $4 million 
hangar on another suitable site. 

Mr. Nelson said Can-Aero's best 
bet in Hamilton remains the 
tegion’s business park under 
development next to the alrport 
on the site of the former Mount 
Hope Golf Course. But there are 
snags. ; 


Ross 


The park still has not received 
what's called a through-the-fence 
agreement with Transport Cana- 
da that will allow access to the air- 


port, 

In addition, Mr. Nelson has 
been told a developer will be 
responsible for building the nec- 
essary taxiways which could cost 
around $1 million. 

He’s also worried any objector 
to his development at the park 
could spark a time-consuming 
Ontario Municipal Board hearing. 


OFFICIALS said many of 
Mr. Nelson’s concerns are nego- 
tiable, although they admit there 
are problems in meeting his time 


e. 

“There’s no question in our 
minds we want him at our airport 
and we'll do our damndest to get 
him there,” said Don Ross, chair- 
man of the region’s economic 
development committee, 

Nick Catalano, the region’s eco- 
nomic development director, said 


Barty Gray, Tha Spa 


through-the-fence 
approval from Transj 
Canada should not b 
problem, although 
admitted an agreem 
the region thought itr 
with Ottawa fell thro 
last year. 

Mr. Catalano said 
would also being will 
to recommend that 
region construct the n 
essary taxiways ; 
recover the costs o: 
long-term basis. 

“We're prepared to negotiat 
ensure we have his operati 
here, We're about to offer h 
some catrots if we can work o1 
deal,” Mr. Catalano said. 

Ken Gregg, chairman of the < 
port management board, agre 
any proposal from Mr. Nelson w 
receive every consideration. 

“Many of his concerns shor 
not be a problem if there’s t 
political will to accomplish c 
goals,” he said. 

But Mr. Gregg admitted t 
process can be difficult and tin 
consuming for a business pers 
who wants to proceed with a p: 
posal immediately. 


HE SAID the management bos 
is currently preparing a strate; 
plan to guide airport developme 
in the future — but it won't be co 
pleted until the end of the year 

Inthe meantime, Can-Aero h 
taken out a seven-vear lesse on ; 
available hangar in Brantford f 
its aircraft-conversion program 

Mr, Nelson said Brantford o1 
cials contacted him after read: 
about his company’s plans in T) 
Spectator, 

He said the conversion pr 
gram will create 15-20 jobs in tl 
near future and 50 - 60 jobs by ti 
end ofthe year. 

“We don’t want handouts. ¥} 
just want a spot on which to builc 
he said. 


URBAN/MUNLICIPAL 
CAB ON L6S 
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HAMILTON REGION AIRPORT MANAGEMENT BOARD BRBAN MUNICIPAT 
AGENDA 

DATE: Thursday, September 8, 1994 aa 
TIME: 8:30 o'clock a.m. GOVERNMENT DOCUMENTS 
PLACE: Hamilton Airport Terminal Building 

1. GENERAL 

a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the August 16, 1994 meeting of the Hamilton Region Airport 
Management Board 


Pp CONSENT AGENDA 
2.1 For the Information of the Board: 


a) Minutes of the August 16, 1994 meeting of the Transport Canada 
Negotiations Sub-Committee 


b) Commercialization of the Air Navigation System in Canada 
(AIR 94-046) 


c) Airport Accounts Receivable Over 90 Days as at August 23, 1994 
d) Annual VISION 2020 Sustainable Community Day (PLA 94-042) 


e) Correspondence dated August 31, 1994 from Mr. D. Driedzic, 
Manager, Public Consultation, Transport Canada (Airports), requesting 
a meeting with the Board to discuss the Southern Ontario Area 


Airports Study 


f) Correspondence dated August 5, 1994 from Mr. P. A. Hayes, President 
of Aerocan Aviation specialists Inc. to Chairman R. Whynott 
respecting National Airports Policy and Regional/Local Airports 


Hamilton Region Airport Agenda September 8, 1994 


Management Board 


g) 


Resolution from the Town of Glanbrook respecting Proposed Modifi- 
cations to the Northwest Glanbrook Planning Area Secondary Plan and 
related Official Plan Amendment No. 14 


> DISCUSSION AGENDA 


Sel Hamilton Airport Glycol De-icing/Anti-icing Clean-up and Collection Service 
Licence (AIR 94-044) 


a) 


b) 


That the authority for the Region to enter into a three-year Licence 
Agreement with Glanford Aviation Services Ltd. setting forth the terms 
and conditions pursuant to which Glanford Aviation shall perform De- 
icing /Anti-icing Clean-up and Collection Services in the Licensed Area 
at the Airport, outlined in Schedule "A" attached to Report AIR 94- 
008, approved by Regional Council on March 1, 1994 in adopting Item 
3 of Report 3-94 of the Economic Development and Planning 
Committee, be revoked and repealed, effective retroactively as at 
March 1, 1994; 


That the Regional Municipality of Hamilton-Wentworth enter into a 
Licence Agreement with Zenon Airport Environmental, a partnership 
of Zenon Environmental Inc./VQuip Inc., setting forth the terms and 
conditions pursuant to which Zenon Airport Environmental shall 
perform De-icing/Anti-icing Clean-up and Collection Services in the 
Licensed Area at the Airport, outlined in Report AIR 94-044, which 
Licence shall be in a form satisfactory to the Commissioner of Legal 
Services and subject to the following: 


i) That the term of the Licence be for a period of five(S) years, 
commencing on the Ist day of October, 1994, unless earlier 
terminated pursuant to the provisions of the said Licence; 


ii) That such De-icing/Anti-icing Clean-up and Collection Services 
be performed in accordance with the Glycol Clean-up Mitiga- 
tion Plan, attached as Schedule "B" to the said Licence, and 
which Glycol Clean-up Mitigation Plan shall have been 
approved by the Airport General Manager; 


iii) That Zenon Airport Environmental ensure that all prices, fees, 
charges, rates, levies or other amounts charged by Zenon 
Airport Environmental to the aviation operators and carriers at 
or using the airport and related facilities for the provision of 
De-icing/Anti-icing Clean-up and Collection Services from the 
Licensed Area shall be fair market value in all respects, 


Hamilton Region Airport 


Management Board 


vi) 


vii) 


Agenda September 8, 1994 


competitive with and comparable to the prices, fees, charges, 
rates, levies or other amounts which are charged by similar 
parties providing similar services in relation to the collection 
and clean-up of De-icing/Anti-icing Fluids for similar aviation 
operators and carriers at and from similar airport facilities; 


That Zenon Airport Environmental provide to the Airport 
General Manager a Schedule of Prices Fees, charged as rates 
in connection with the provision of De-icing/Anti-icing Clean- 
up and Collection Services for review and approval, together 
with such other documentation and financial information, 
including budgets, cash flow forecast, business plans and 
financial projections as may be required by the Airport General 
Manager to verify, review and ascertain the rationale 
justification basis for such prices, fees, charges, rates, levies or 
other amounts to be charged in the Licensee's cost structure 
relating to the provision of De-icing/Anti-icing Clean-up and 
Collection Services from the Licensed Area; 


That Zenon Airport Environmental keep proper and separate 
accounts, books and records in relation to its De-icing/Anti- 
icing Clean-up and Collection Services provided for hereunder. 
Such accounts, books and records shall, at all times, be open to 
inspection and audited by the Licensor's Commissioner of 
Finance or such other person as the Commissioner may 
authorize in writing, and the Licensee shall afford all facilities 
for such inspections and audits and shall furnish the 
Commissioner of Finance or his authorized representative with 
all such information and such assistance and co-operation as the 
Commissioner may, from time to time, require with reference 
to such accounts, books and records; 


That Zenon Airport Environmental not, without the written 
consent of the Commissioner of Finance, dispose of any such 
accounts, books or records, but shall preserve and keep the 
same available for inspection and audit at any time hereunder; 


That Zenon Airport Environmental maintain Comprehensive 
General Liability Insurance in a combined single limit of not 
less than Five Million Dollars ($5,000,000) per occurrence, and 
shall keep and maintain Automobile Liability Insurance in an 
amount of not less than One Million Dollars ($1,000,000) per 
occurrence for bodily injury and property damage inclusive; 


Hamilton Region Airport Agenda September 8, 1994 , 
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viii) That Zenon Airport Environmental, at its own expense, @ 
purchase and maintain Environmental Liability Coverage with 
respect to the provision of Glycol Mitigation Clean-up Service 
and for the purpose of storing residual De-icing/Anti-icing 
Fluids collected, and the operation of Zenon's Glycol 
Treatment plant on the airport property; 


C) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the aforesaid Licence for and on behalf of the 
Region, and affix the corporate seal thereto. 


322 National Airports Policy (AIR 94-045) 


That the discussion paper attached to Report AIR 94-045 respecting the 
"National Airports Policy” be received for the discussion of the Board. 


83 Recommendation from the August 16, 1994 Meeting of the Transport Canada 
Negotiations Sub-Committee 
(See Item 2.1(a)) 


That the Chairman of the Hamilton Region Airport Management Board be 
authorized and directed to send a letter to Transport Canada outlining various 
concerns arising from the National Airports Policy. 


3.4 Discussion of Consent Items 


4. ADJOURNMENT 


Nb) 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Tuesday, August 16, 
1994 in the Terminal Building, Hamilton Airport. 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


Present: Chairman K. Gregg 
Vice Chairman O. Boris 
Regional Chairman R. J. Whynott; Councillors D. Agostino, 
G. Etherington, H. Merling, R. Wade, D, Wilson; L. Culver, 
J. Monaco, J. Mongeon, J. Skelton 


Also present: Messrs. S. L. Kincaid, J. Fudge, N. Catalano 
Mmes. J. Furlani, M. Thompson, M. Gallagher 


iL? GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 
None declared. 


b) Minutes of the July 14, 1994 meeting of the Hamilton Region Airport 
Management Board 


(Wade/Skelton) 
That Subsection a)iii) of New Business #1 respecting MBA Marsh Brothers 
Aviation Inc. be amended by deleting the rental amount of $6,274.69 and the 
monthly instalment of $522.89 and replacing in lieu thereof the rental amount 
of $7,687.09 and monthly instalment of $640.59 respectively. 

Amendment CARRIED. 
(Wade/Skelton) 
That the Minutes of the July 14, 1994 meeting of the Hamilton Region 
Airport Management Board be received and adopted as Amended. 

CARRIED. 


2, CONSENT AGENDA 
(Wilson/Mongeon) Item 2.2d) was moved to Discussion of Consent Items. 


Dl Sublease Renewal Amendments - United Parcel Service of Canada Ltd. 
(AIR 94-043) 


a) That Items 2.1(a) and 2.1(a)(ii) of Report AIR 94-009 respecting 
Sublease Renewal - United Parcel Service of Canada Ltd., approved 
by the Hamilton Region Airport Management Board on March 10, 
1994, be amended to reflect rental rates for increased leased area at 
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the Ontario Hamilton Project Team Building (O.H.P.T.) and related 
parking area, as follows: 


Deed Sublease Renewal - United Parcel Service of Canada Ltd. 


a) That the application by United Parcel Service of Canada 
Ltd. to renew their Sublease No. 143403 for the Ontario 
Hamilton Project Team Building (O.H.P.T.), consisting 
of 206 square metres, and 1,251 square metres of related 
parking area, be approved, subject to the following: 


il) That the current rental rate of $82.12 per square 
metre per annum be charged for the O.H.P.T. 
building, which consists of 206 square metres, and 
the $2.03 per square metre per annum be 
charged for 1,251 square metres of related 
parking area, plus a 10% administrative/ 
maintenance fee, plus 7% GST, resulting in an 
annual rental rate of $22,900.01, to be paid in 
monthly instalments of $1,908.33, plus realty 
taxes, commencing March 1, 1994, and subject to 
any future Transport Canada rental increases; 


b) That the Regional Chairman and Regional Clerk be authorized and directed 
to execute a Supplemental Agreement on behalf of the Region to reflect the 
above-mentioned amendments. 


2.2 For the Information of the Board: 
That the following items be received: 
a) Airport Accounts Receivable over 90 Days as at July 27, 1994 


b) Hamilton Airport - Budget Exception Report - January to June 30, 
1994 (AIR 94-042) 


C) Correspondence dated July 18, 1994 from the Honourable G. Pouliot, 
Minister of Transportation, to Regional Chairman R. Whynott, 
approving a subsidy for the Hamilton Airport Strategic Plan 

CARRIED. 
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SF DISCUSSION AGENDA 
3.1 Discussion of Consent Items 


2.2d) Article from the July 30, 1994 edition of "The Spectator" 
entitled, "Up in the Air" 


On motion (Mongeon/Agostino) the Board moved In Camera. CARRIED. 
On motion (Wade/Monaco) the Board reconvened in Open Session. CARRIED. 


NEW BUSINESS #1 


Sublease of a Portion of Airport Development Lot C13 to Canadian Warplane 
Heritage (AIR 94-031) 


(Merling/Wilson) 

That Item 4 subsection a)i) of Economic Development and Planning Committee 

Report 8-94, respecting the Sublease of a Portion of Airport Development Lot C13 

to Canadian Warplane Heritage, approved by Regional Council at its meeting held 

on June 21, 1994 be amended by deleting the financial disclosure requirement date 

of August 1, 1994 and replacing in lieu thereof the date August 19, 1994. 
CARRIED. 


On motion (Wade/Merling) the Board adjourned at 9:25 a.m. 
CARRIED. 


Chairman 


Acting Secretary 


CONSEN | 
AGENDA 


MAL ERIAL 


1G) 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 
TRANSPORT CANADA NEGOTIATIONS SUB-COMMITTEE 


The Hamilton Region Airport Management Board Transport Canada Negotiations Sub-Committee 
met at 09:30 a.m. on Tuesday, August 16, 1994 at the Hamilton Airport Boardroom (Room 
r22). 


Present: Mr. K. Gregg, Chairman 
Chairman R. Whynott 
Councillor R. Wade 
Mr. O. Boris 
Mr. J. Monaco 
Mme. J. Mongeon 


Also Present: Councillor G. Etherington, Messrs. J. Skelton, 
S. Kincaid, N. Catalano, B. MacSween, J. Fudge and 
Mme J. Furlani 


l. GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 
None declared. 


b) Minutes of the April 14, 1994 meeting of the Hamilton Region Airport 
Management Board Transport Canada Negotiations Sub-Committee. 


(Mongeon/Monaco) 
Be received and adopted as presented. CARRIED. 


2 DELEGATIONS 


a) Presentation by Don J. MacLean, Regional Director General of Transport 
Canada - Airports Group on the "National Airports Policy”. 


(Skelton/Boris) 

That the Chairman of the Hamilton Region Airport Management Board be 
authorized and directed to send a letter to Transport Canada outlining various 
concerns arising from the National Airports Policy. CARRIED. 


b) Presentation by Alexander Metcalf, Phd., President of Transportation Economics 
& Management Systems, Inc. on their current work in progress and work 
schedule for the development of the Hamilton Airport Strategic Plan. 


(Mongeon/Boris) 
That the presentation be received for information. CARRIED. 


Hamilton Region Airport Management Minutes 
Board Transport Canada Negotiations 
Sub-committee 


On motion (Boris/Mongeon) the Sub-Committee adjourned at 12:00 noon. 


Chairman 


Secretary 
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NATIONAL AIRPORTS 
POLICY 


» Transportation overview 
e over capacity 
e over subsidized 
e balance required 


s Air Navigation 
e modemization 
e commercialization 


» Airports - 726 certified 
e 300 with scheduled service 
e 150 have federal govt involvement 


Why... 


» Continued availability depends 
on continued affordability..... 


» Affordability - best achieved 
through local control..... 


= Local control - best opportunity 
airports have to ensure a long 
term future. 


THRUST 


= Positive steps to ensure an 
affordable system of aiports 
that will meet Canada's needs 
into the 21st century. 


Why.... 


= Cost - $137million/year 
e Inadequate. 
e System deteriorating 


= Pastinvolvement adhoc 
e Pearson - Emsdale 


» Status quo not an option 


Benefits of Local Control 


» Free to set fees 

» Flexibility in decision making 
» Flexibility to generate revenue 
= More efficient services 


=» Less overhead, less bureaucracy 

= Levels of service, expansion and 
future determined by local entities 
based on local needs. 


Major policy elements 


» Clear, consistent criteria for 
federal involvement 


= Transfer of airports to local 
control....Commercialization 


» Withdrawal from operational 
and financial involvement 


Other classes 


» Arctic 
» Remote 
= Satellite 


we National Airports System 


= Criteria 
e Provincial, territorial capitals 
e 200,000 scheduled passengers 


=» Scope 
e 26 airports 
e 94% of scheduled passenger traffic 


= Goal 
e Transfer control to local CAA (Lease) 
e Full cost recovery by March 31, 2000 


= Criteria 
e No scheduled passenger service 


=» Scope 
e 31 across Canada 


= Goal 
e Transfer titie to local interests 
e All funding to cease March 31, 1997 


The Transfer Process 


= Initial discussions 
» Surveys, studies 
= Environmental remediation 

= Designation of Negotiating Agent 
» Negotiations 

=» Agreement-in-Principle 

» Legal documentation 


Hamilton Airport 
Where do we go from here! 


= Develop baseline plans in 
partnership with TC 
e maximize operational efficiencies 


e identify market opportunities and 
revenue potential 


= Letter of intent/interest 
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Hamilton Airport Access 
Infrastructure Analysis 


Passenger and Freight Demand Analysis 


Analysis Framework 
e Zone System 
@ Networks 


Database 
@ Socioeconomics 


e Enplanements 


® Corridor Travel Data 


Access Facilities 
@ 403 Connection 
@® Red Hill Creek Access 
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HAMILTON AIRPORT 
AIR FREIGHT MARKET SURVEY 


Establish Sample Frame 


Develop Questionnaire 


Freight Carrier Questionnaire 


Shipper Questionnaire 


Identify Companies 


Telephone Screening to set up Interview 


Shipper/Carrier Surveys 


Analysis 


Market Forecasts 
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Hamilton Airport Access Infrastructure Analysis 


Freight Survey Questionnaire 


FREIGHT QUESTIONNAIRE 


Transportation Economics & Management Systems Inc has been retained by Hamilton Airport to undertake a 
study to define a strategy for the future development of the airport. An important part of this study is to establish 
industry’s potential air freight requirements for the airport. Your answers to this questionnaire will be treated in the 
strictest confidence and only used in relation to this study. Thank you for taking the time to complete this survey: 


Respondent Title 
Company 
Address 


Telephone No Trade Category 


A. USER AND SHIPPER ATTRIBUTES 

1. Number of Employees 25S pacem0 Scd seen © [T1Ce Plant 
3. Distance in Kms from Highway. Rail Terminal Airport 

4. Plans for Relocation Plans for Expansion 

5. Inbound Cargo 

6. Outbound Cargo 

7. Export Market oo % Europe 

8. Import Market INA A COV AS ae en en 79 Etirope 

9. Product Use (Raw Material. Semi-Manutactured, Manufacniered Goods) 


10. Product(s) Category Inbound SIC Code 
SIC Code 


SICCode 
SIC Code 


11. Shelf Life Air-Freight Oriented Commodity SIC Code 
Please continue on back of sheet if more than one 


SS SESS 5 eoneiane aenennam ammeNRe eeanmnns ZoMeton ARAN 2 steno : Se SO 3 Sess cian eeccceae caezaaee sieopiee coeeeees sete 


Hamilton Airport Access Infrastructure Analysis 
Freight Survey Questionnaire 


B. COMMODITY AND MARKET ATTRIBUTES 

1. Principal Origin of Goods 

2. Principal Destination of Goods 

3. Mode of Transportation eo a _____—SCoontainerized Goods 


Time Variation Weekly, Monthly, Seasonaly 


Goods Ownership in Transit CIF/FOB 


Inhouse Transportation Capability 
Size of Fleet 
Truck FIL LTL 
Container FCL LCL 
Air Cargo PlaneLoad "Belly freight” 


7. Contracting Freight Forwarders 
Frequency Typical Shipment Size 
FTL CBE, 


8. Transport Costs 


Historical per Year 
Current per Year 
Projected per Year 


C. ASSESSMENT OF QUALITY OF REGIONS TRANSPORT RELATED FACILITIES 


1. Warehousing Poor 


2. Customs Clearance Poor 
3. Customs Bonding Poor 
4. Market Access Poor 
5. Courier/Package Service Poor 


CEE 


Hamilton Airport Access Infrastructure Analysis 
Freight Survey Questionnaire 


D. PERCEPTION OF TRANSPORT ISSUES (Interviewer to fill out mamix) 


Mode Rail Truck 
1. Waiting time 
2. Travel Time 
3. Time Reliability 
Loss & Damage 
Customs Clearance Facilities & Service 
Transport Staff. 
Other Costs. 
Minimum Shipment Size 
9. Special Services 


10. Other Comments 
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Hamilton Airport Access Infrastructure Analysis 
YHM Air Carrier Survey 


Currently serving YHM Potential YHM Service 


1. Scheduled Passenger Service 
US Air Express Air Canada 
Air Laurentian Air Ontario 
Canadian Airlines 
Canadian Regional 
Southwest Airlines 
American West 
Comair (Delta) 
Business Express (Delta) 
2. Charter Passenger Airlines 
Canada 3000 
Royal Airlines 
Sun Jet 
ValuJet 
American Trans Air 
Carnaval Air Lines 


3. Cargo Air Carriers 
AllCanada Express Air China 
Canadian Airlines Air France (Cargo) 
CanAir Cargo Cargolux 
JetAll Japan Airlines (Cargo) 
Kelowna Flightcraft Korean Air (Cargo) 
Simo Air Lufthansa (Cargo) 


4. Courier Companies 
Purolator 


Federal Express 
United Parcel Service 


ANB) 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 August 25 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Commercialization of the Air Navigation System in Canada 
94-046 


incaid, Airport General Manager 
BACKGROUND: 


The Airport General Manager and Operations Manager attended a Transport Canada symposium 
on 23 August, 1994 at Georgian college. The purpose of the symposium was to provide an 
opportunity for consultation on the Commercialization of the Canadian Air Navigation System. 
Five discussion papers were presented by Transport Canada staff. One set of these papers is 
available on loan from the Airport Management Office. A request has been made for additional 
copies for distribution to Board members. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: August 23, 1994 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT August 23, 1994 


Y 
BACKGROUND: 


Monthly, this report is submitted to the Management Board for their information. The 
attached appendix is a listing of the larger accounts receivable which are at least 90 days 
overdue as of August 23, 1994. 


The total accounts receivable for the Airport is $221,772.81 of which $7,716.65 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


Two new accounts have been added since the previous report of July 27, 1994. Three of the 
accounts in that report have been settled. In addition to the accounts on Appendix "A", 
there are 17 accounts under $100 outstanding over 90 days with a credit balance of 
LOIS: 


Some of the accounts on this report will have to be written off as companies are bankrupt 
and no funds are available to distribute to the creditors. Airport staff have requested 
approval from Transport Canada to write off these accounts. 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 July 27 
(Y72.3) 


REPORT TO: Chairman and Members 
- Economic Development and Planning Committee 


_FROM: J. D. Thoms 


Commissioner of Planning and Development 
SUBJECT: Annual VISION 2020 Sustainable Community Day (PLA 94-042) 


RECOMMENDATION: 


a) That the Planning and Development Department be directed to include the 
Annual VISION 2020 Sustainable Community Day, for consideration, in the 
1995 work program; 


b) That the members of the Annual Sustainable Community Day Citizens 
Steering Committee be asked to continue with the organization of the Day for 
1995; 


c) That report PLA 94-042 be distributed for information to all Standing 
Committees and area municipalities. 


‘i 


A. L. Georgteff, M.C.LP. 
Director 
Regional Planning Branch 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


The proposed continuation of the Sustainable Community Day will be evaluated as part of the 
1995 department workplan and budget process. 


BACKGROUND: 
Introduction 


On June 11, 1994 the Region of Hamilton-Wentworth held its first Annual Sustainable 
Community. Day. The Day was organized by the Region’s Planning and Development 
Department, with the assistance of the Citizen’s Steering Committee and numerous dedicated 
volunteers. Over 1,200 people attended the various activities occurring around the Region. 


Attached is a report on the results of the Day, as well as a summary of the various events that 
occurred throughout the Region. The following is a summary of recommendations made by the 
Steering Committee to improve next year’s Day. 


Conclusions and Recommendations 


Based on the feedback received from participants, exhibitors, and experiences of the Steering 
Committee, the Committee recommends that: 


° The Day was successful in achieving many of its goals and therefore should become a 
regular annual event. 


So An annual day with committed community support, will help move the Region of 
Hamilton-Wentworth towards its desired goal of VISION 2020. The Region should 
therefore seek to increase the involvement and support from both local organizations and 
the business community. 


° The date for the event should be changed to either early May or late October. The Day 
should be held at a different tme so that it is not competing with other major events 
and/or nice weather. It was also suggested that the event be held during the school year 
to attract more students. 

° The Annual Sustainable Community Day should be the conclusion of a week of activities. 
Offering a variety of activities over a longer period of time, rather than just one day, 
would encourage more participation by the entire community. 


° The exhibitors should be charged a nominal fee, to cover the cost of the booth. 


° A venue should be selected which will maximize attendance and accommodate more than 
one event at a time (i.e. open house and workshops). 


° The event could be combined with a street fair in the downtown. 
* - Regional Councillors should continue to act as workshop leaders. 


Z 


° The open house should have as its focus the sustainable initiatives of local organizations 
and businesses, offering the opportunity to share new ideas among various sectors within 
the Region. 


Accordingly, the information contained within the attached report titled "Results of the Day’s 
Activities" should be widely distributed, including to the Standing Committees of Council. 


1994 ANNUAL SUSTAINABLE COMMUNITY DAY 
RESULTS OF THE DAY’S ACTIVITIES 


PLANNING AND DEVELOPMENT DEPARTMENT 
REGION OF HAMILTON-WENTWORTH 
July 27, 1994 


INTRODUCTION 


During its mandate, the Regional Chairman’s Task Force on Sustainable Development found 
many citizens who felt local government was failing to respond to the wishes and desires of its 
citizens. They also found many citizens who were unaware of the many positive actions already 
occurring in the Region. To address these issues, the Task Force recommended that the Region 
organize an annual sustainable community day program. The day would serve as a focus for the 
community to identify and measure successes and opportunities for pecans the sustainable 
community of VISION 2020. 


On February 1, 1994, Regional Chairman directed staff to organize the Region’s first Annual 
VISION 2020 Sustainable Community Day for June 11, 1994. Organized by the Region’s 
Planning and Development Department, with the assistance of a Citizen’s Steering Committee 
and numerous dedicated volunteers, the day was attended by over 1,200 people. The purpose of 
this report is to provide a summary of the many events, and recommend to Regional Council 
ways for improving next year’s event. 


GOALS 


The purpose of the day was to create an opportunity for the Region and its citizens to highlight 
successful initiatives, identify gaps, set prionties for the coming year, and to serve as a 
mechanism for the Region to highlight its many activities and projects. 


In addition to this broad goal, the Citizens Steering Committee identified six more specific goals. 
These were: 


. To increase awareness and understanding about sustainable development and VISION 
2020; 

S To reach citizens who have had no involvement to date in the Sustainable Community 
process; 

* To identify Hamilton-Wentworth’s progress, celebrate successes and set prionities for the 


coming year; 


: To develop more community and individual ownership for undertaking actions required 
to implement VISION 2020; 


. To help individuals identify what actions and activities they can undertake to Pay the 
Region become a global model/sustainable community; and 


° To allow citizens the opportunity to express their concerns and views with Regional 
decision-makers. 


HOW THE DAY WAS ORGANIZED 


Vision 2020 is a community vision and for this reason the Annual Sustainable Community Day 
was organized by a Citizens Steering Committee. The Annual Sustainable Community Day 
Steering Committee consisted of local citizens, former Task Force members, Regional Staff, and 
representatives of various community groups and local businesses. The Committee was 
responsible for identifying the activities that occurred during the day and encouraging the 
involvement of citizens, local businesses, and comma agencies and groups. The Steering 
Committee Members were: 


Jim Annand - Hamilton District Chamber of Commerce/Laidlaw 
Caroline Ball - Social Planning and Research Council 

Mary Jean Belford - Ontario Hydro 

Dianna Cameron - Regional Clerk’s Office 

Peter Dunn - Environmental Services 

Maggie Fischbuch - District Health Council 

Ken Hall - Bay Area Restoration Council 

Michael Hodder - Ontario Hydro 

Ed Hollingham - Neighbour to Neighbour 

Tim Huxley - Stelco 

Carolyn Johns - Eco-Research Project, McMaster University - 
Martyn Kendnick - Journalist 

Louise Kirkpatrick - Environmental Services 

Bob Korol - Citizens for a Sustainable Community 

Jim MacDonald - Citizens for a Sustainable Community 

Catherine Martin - Hamilton Region Conservation Authority 

Jeff Nichol - Hamilton Board of Education 

Bill Pearce - Regional Planning and Development 

Norman Schleehahn - Economic Development 

Vince Sferrazza - Go Hamilton Environmental Excellence Task Force 
Ron Smith - Hamilton Automobile Club 

Ollie Thomson - Hamilton District Chamber of Commerce/(REAC) 
Anne Varangu - Region’s Environmental Advisory Committee (REAC) 


SUMMARY OF THE DAY’S ACTIVITIES 


The first Annual VISION 2020 Sustainable Community Day was held on June 11, 1994. It is 
estimated that over 1,200 people took part in one or more of the activities at the Hamilton 
Convention Centre and the six other sites around the Region. The following is a brief summary 
of each event. 


Opening Ceremonies 


Opening ceremonies at the Hamilton Convention Centre began at 9:00 am with a brief overview 
of the day’s activities by Jim Annand of the Sustainable Community Day Steering Committee. 
Councillor Don Ross, master of ceremonies, introduced Regional Chairman Reg Whynott who 
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provided an overview of the importance of the day and read the proclamation, as endorsed by 
Council, declaring June 11, 1994 Sustainable Community Day. 


Open House 


The VISION 2020 Open House, sponsored in part by Philip Environmental, was the main 
attraction at the Hamilton Convention Centre. It is estimated that over 500 people viewed the 
112 exhibits offering a diverse representation of local community groups and businesses 
(Appendix B). In addition, Area Municipalities, Provincial Ministries, and Regional Departments 
displayed how they are contributing to VISION 2020. 


Comments from people who participated in the Day were very positive. Exhibitors enjoyed the 
opportunity to discuss and observe the continued support within the community for implementing 
VISION 2020. 


Morning Workshops 


Approximately 100 people took part in the ten morning workshops put on by the following local 
community groups and agencies: 


Ontario Hydro 

Earthshoppers 

Social Planning and Research Council 

Careers for a Better World 

United Nations Association of Canada 

District Health Council : 

Environment Committee, United Church of Canada 
Naturalists Club 

Trauma Prevention Council 

Eco-Research Project, McMaster University 


Attendance varied between workshops, with over 40 people attending one workshop while 
unfortunately two were cancelled due to a lack of participants. 


Keynote Address 


An estimated 80 people attended the keynote address at the Convention Centre. Michael 
Manolson of the International Council For Local Environmental Initiatives, explained the 
selection of the Region as a model sustainable community and commended the community for 
its efforts. Colin Isaacs of the Ontario Round Table on the Environment and the Economy spoke 
on the significance of helping Hamilton-Wentworth businesses go green. Mr. Isaacs stressed the 
importance of consumers buying green, and buying locally produced goods. Grant Hopcroft 
offered greetings from the Federation of Canadian Municipalities and extended congratulations 
to the entire Region for their progressive moves toward sustainability. 


Priorities for ’95 Workshops 


Approximately 50 participants took part in the afternoon Priorities for "95 Workshops. Regional 
Councillors Don Granger, Don Ross, Dom Agostino, Dave Wilson, Terry Cooke, and Fred 
Eisenberger participated in the workshops and helped guide the discussions. The workshops 
provided an opportunity for citizens to identify what key activities they felt were needed to move 
Hamilton-Wentworth towards VISION 2020. Remaining consistent with the Vision, the 
workshop topic areas included: land-use planning / natural areas; transportation; social / health 
well-being; water, air, energy and waste; and local economy / agriculture. - 


A report on the outcome of these workshops will be presented to Regional Council for their 
consideration in the development of budgets, work programs, and objectives for 1995. 


The Harbour Tour 


The Hamilton Harbour Tour, sponsored by the Bay Area Restoration Council (BARC), was one 
of the most successful events of the day. The 2'% hour tour allowed 80 people to visit some of 
Hamilton Harbours’s unique features and witness the efforts being made to clean up the bay. 
Tour guides were provided by BARC and the buses courtesy of Laidlaw Transit Ltd. 


Water and Wastewater Treatment Facility Open House 


The Woodward Avenue Treatment Facility hosted over 650 people at both its own site and the 
Hamilton Steam Museum. Complementary tours of the facilities, children’s face painting, 
miniature steam engine rides, and a fundraising barbecue for the United Way and Ronald 
McDonald House were the main attractions. The Treatment Facility had strong support for their 
activities from Philip Environmental, Proctor and Gamble, Anthrafilter Median and Coal Ltd., 
the Waste Water Technology Centre, and several local small businesses. The Day’s success can 
also be attributed to the 58 employees from Environmental Services who helped out at the Day. 


Chudren’s Activities 
Volunteers from McMaster University’s Eco-Research Project and the Hamilton Children’s 


Museum offered fun filled educational events for children. Approximately 40 children took part 
in activities, such as, building bird feeders, a recycling competition, and the Yellow Fish Road 


Project. 
Live Entertainment 


Enviro-theatre, also from McMaster University, entertained visitors at the Convention Centre with 
environment oriented theatrical performances. 


Community Planting Day 

The Community Planting Day saw 85 volunteers at Confederation Park eager to plant trees to 
encourage the growth of native vegetation. Regional Chairman Reg Whynott started the event 
which ended with the planting of over 650 trees. Activities were filmed by a local volunteer and 
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was available for viewing in the Convention Centre foyer during the afternoon. The Hamilton 
Region Conservation Authority and Philip Environmental’s 3 year naturalization program is off 
to a great start. 


Neighbour to Neighbour Open House 


Staff and volunteers at the Neighbour to Neighbour Mountain Drop-In Centre were very 
enthusiastic despite low attendance. This facility provides residents of the Region with a resource 
centre based on the principle of self help and community partnerships through economic, social, 
and/cr emotional support. . 


The Redhill Family Centre 


Staff at the Redhill Family Centre offered tours of its Integrated Day Care Facility. A training 
session was also offered on the day, in order for visitors to the Centre to better understand the 
purpose of the facilities. Unfortunately, the centre had no visitors during the day. 


Hamilton Board of Education Open House 


Ainslie Wood High School hosted exhibits from 16 local schools, displaying each schools’ role 
in promoting a sustainable community. Despite low attendance, students took advantage of the 
opportunity to meet and discuss with other young people the projects being initiated in their own 
schools. 


Auto Emission Testing 


Auto emission testing by the Hamilton Automobile Club took place in the city hall parking lot. 
The Auto Club tested 25 cars with 66 percent failing. The Club provided information to those 
who failed on how to reduce emission levels. 


LOCAL SUPPORT | 


Although the Region was the key sponsor of the event, the organizers had strong support from 
local organizations and businesses. Over 30 percent of the costs associated with the Day came 
from various supporters (Appendix A). Many organizations, local businesses and industry 
approached the Region to sponsor various events and offer their services. 


Transportation for the day was sponsored by both the Hamilton Street Railway and Laidlaw 
Transit Ltd. HSR donated bus tickets providing participants with a complimentary ride home and 
also provided a shuttle bus to one of the event sites. Laidlaw donated eight shuttle buses for 
transporting people between the Convention Centre and the other event sites. 


Philip Environmental sponsored lunch for the exhibitors at the Convention Centre while Proctor 
and Gamble contributed to the event by covering the costs of two workshop rooms. 


Local electrical utilities included a door prize ticket in their monthly bills. All of the door prizes 


) 


awarded at the Convention Centre were donated by Laidlaw, CAERAN, Eco-Wise, Ontario Hydro 
and the local electrical utilities, and the Region’s Finance Department. 


Although the financial summary does not include costs incurred by the Hamilton Auto Club, the 
Hamilton Board of Education, the Hamilton Region Conservation Authority, Neighbour to 
Neighbour Mountain Drop In Centre, or the Redhill Family Centre, it can be assumed that each 
participating agency incurred costs. for participating in the Region’s Annual Sustainable 
Community Day. These five organizations were responsible for a large portion of the Day’s 
activities. 


INDICATORS OF SUCCESS 


In order to assess the success of the event, the previously identified goals will be used as 
measures. 


To increase awareness and understanding about sustainable development and VISION 2020. 
Questionnaires were available at the Convention Centre for participants to offer suggestions or 
make comments on the Day. Of the 54 responses received, 96 percent found the events to be 
useful and informative. Through the participation of over 100 organizations at the open house, 
the opportunity to increase awareness and understanding about sustainable development and 
VISION 2020 was present. Although only a few of the displays focused on VISION 2020, it can 
be concluded that the level of awareness and understanding on sustainable development was 
increased. 


To reach citizens who have had no involvement to date in the Sustainable Community process. 
The Region already has contact with 1,400 people in Hamilton-Wentworth however, the Day 
resulted in the addition of 350 new names to the mailing list. Participants added to the list, 
would have had no pnor involvement with the Citizens Task Force or any other activities related 
to VISION 2020. An individual’s name was added to the list if he/she attended a workshop, 
filled out a request to be informed of upcoming VISION 2020 activities, or submitted a door 
prize ballot at the Convention Centre. 


To identify Hamilton-Wentworth’s progress towards VISION 2020, celebrate successes and Set 
priorities for the coming year. 

Various organizations identified sustainable actions and activities being initiated by their group. 
The Prionties for 95 workshops provided participants with the opportunity to identify what key 
activities they felt are needed to move the Region towards VISION 2020. 


To develop more community and individual ownership for undertaking actions required to 
implement VISION 2020. 

Almost all of the responses received from the day indicated that they would attend the event 
again next year. The Region has also had a strong response from local organizations wanting 
to take a lead role by helping to organize next year’s event. 
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To help individuals identify what action and activities Ba can undertake to help the Region 
become a global model/sustainable community. 

The majority of the booths identified what they as an organization or business were doing, and 
many made mention of actions that local citizens could take. It was however, unclear how 
exhibitors are implementing VISION 2020. 


To allow citizens the opportunity to express their concerns and views with Regional decision 
makers. 

The opportunity to express personal concerns and views with Regional decision-makers was 
available at the Priorities for "95 workshops. Local politicians were on hand, as well as 
numerous senior Regional Staff. Many people commented that they appreciated the opportunity 
to meet with and discuss ideas with the councillors attending the day. 


CONCLUSIONS AND RECOMMENDATIONS 


Based on the feedback received by the Region from participants, exhibitors, and experiences of 
the Steering Committee, the Committee recommends: 


° That the Day was successful in achieving many of its goals and therefore should become 
a regular annual event. 


° That an annual day with committed community support, will help move the Region of 
Hamilton-Wentworth towards its desired goal of VISION 2020. The Region should, 
therefore, seek to increase organizational support from both local organizations and the 
business community. 


° That the date of the Day be changed to either early May or late October. The Day should 
be held at a different time so that it is not competing with other major events and/or nice 
weather. It was also suggested that the event be held during the school year to attract 


more students. 


= That the Annual Sustainable Community Day be the conclusion of a week of activities. 
Offering a variety of activities over a longer period of time, rather than just one day, 
would encourage more participation by the entire community. 


° That the exhibitors be charged a nominal fee, the cost of the booth, if they do not show 
up on the day. 


° That a venue be selected which will maximize attendance and accommodate more than 
one event at a time (i.e. open house and workshops). 


° That the event be combined with a street fair in the downtown, with areas closed off to 
automobiles. 


1] 


: That Regional Councillors continue to act as workshop leaders. 


° The open house have as its focus the sustainable initiatives of local organizations and 
businesses and offer the opportunity to pool ideas and share new technologies between 
various sectors within the Region. 


KM/MB:km 
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APPENDIX A 


Financial Summary 


Le) 


Total Costs Annual Day Budget Other Support 
Convention Centre 
Open House $4,200.00 4,200.00 
8 Meeting Rooms 1,850.00 1,150.00 700.00 
Coffee for exhibitors 147.60 147.60 
Audio Visual 194.40 194.40 
Security &2.00 82.00 
Lunch for exhibitors 2,000.00 ~ 2,000.00 
Total 8,474.00 5,692.00 2,782.00 
Woodward Avenue Treatment Facility 
Mobile Sign S70, D750 
Balloons and video EZ EZO 71220 
Canopy 230.00 230.00 
Marquee 24150 24150 
Hamburgers and Buns 607.41 607.41 
Lollipops for Display 65.00 65.00 
Total 1,372.61 1,372.61 
Set-up 
Show Company $4,705.80 4,705.80 
Electrical (47 outlets) 2,765.95 2,765 95 
Total 7,471.75 7,471.75 
Advertising 
1/2 page in Spectator 1,500.00 1,500.00 
4 small ads, The Spectator 1,600.00 1,600.00 
I ad, The Broadway 240.75 240.75 
2,000 posters (printing) 1,200.00 1,200.00 
230 posters for HSR 250.00 250.00 
(displayed free of charge) 
Total 4,790.75 4,790.75 
Brochures, 2,000 copies 
Printing $1,226.50 1,226.50 
Mailing 1,300.00 1,300.00 
Total 2,526.50 2,526.50 


_ Financial Summary Cont. 


Door Prize Insert, 15,000 copies 


Printing 
Distribution 
Door Prizes 
Total 


Signs 
Buses 
Mobile Signs 
Total 


Communications 
Megaphones 

2 Cellular Phones 
Total 


Transportation - Buses 
7 regular, I wheelchair 
I regular 

Regional Van 

HSR Bus Tickets (100) 
Total 


Miscellaneous 
Photographs and Reprints 
Video 

Child Care (YWCA) 

Total 


TOTAL 


* approximate costs' 


1 


$ 300.00 

4,600.00 
500.00* 

5,400.00 


$ unknown 
unknown 


$ 156.00 
50.00 
206.00 


$2,000.00* 
250.00* 
0.00 
135.00 
2,385.00 


$1,288 47 
35.00 

unknown 
135.00 


$32,761.61 


300.00 


300.00 


1,288.47 
35.00 


135.00 


$20,916.00 


4,600.00 
500.00 
5,100.00 


156.00 
50.00 
206.00 


2,000.00 
250.00 


135.00 
2,385.00 


$11,0845.61 


Although the financial summary does not include costs incurred by the 
Hamilton Auto Club, the Hamilton Board of Education, the Hamilton Conservation 
Authority, Neighbour to Neighbour Mountain Drop in Centre, or the Redhill Family 
Centre, it can be assumed that each participating agency incurred costs for 
Participating in the Region’s Annual Sustainable Community Day. 


APPENDIX B 
ANNUAL VISION 2020 SUSTAINABLE COMMUNITY DAY PARTICIPANTS 


Adult Basic Education Association 

African Lion Safari 

Afro-Canadian Caribbean Association of Hamilton and District Inc. 
Agriculture, Food and Rural Affairs 

Amity Goodwill Industries 

Anthrafilter Median & Coal Ltd. 

Aquafine 

Arctic Refrigeration 

Armour Steel Supply Ltd. 

Association Canadienne-francaise de |’Ontario, regionale Hamilton (ACFO) 
Bay Area Restoration Council (BARC) 

Braden Homes 

Breakfast Club - Waterdown District High School (Student Health Centre) 
Bruce Trail Association 

Business Advisory Centre 

CAERAN 

Canada Mortgage and Housing Corporation 

Canadian Organic Growers 

The Canadian Red Cross Society (Dundas, Hamilton, Flamborough branches) 
Canadian Steel Can Recycling 

Careers for a Better World 

Carnegie Gallery 

Central/Beasley PRIDE Committee 

Children’s Museum 

‘Citizens for Sustainable Community 

City of Hamilton Public Works - Parks Div. 

City of Stoney Creek 

Colin MacDonald Alternative School 

Community Exchange Directory 

Complete Rentals 

Conserver Society of Hamilton and Distnct 

Council on Suicide Prevention 

District Health Council 

Dofasco 

Dundas Valley School of Art 

Dundas Hydro-Electric Commission 

Economics Department, McMaster University 

Eco-Research Project, McMaster University 

Environmental Health Program, McMaster University 
Environmental Concerns Committee, The United Church of Canada 
Federation of Canadian Municipalities 
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Garden City Oxygen 

Get a Life! / EarthShoppers 

Giggles the Clown 

Greater Hamilton Technology Enterprise Centre 
G.T. French Paper 

Habitat for Humanity 

Hamilton Automobile Club 

Hamilton Board of Education 

Hamilton & District Chamber of Commerce 
Hamilton & District Council of Women 

Hamilton Memonial Society 

Hamilton Naturalist Club 

Hamilton Philharmonic Orchestra 

Hamilton Public Library 

Hamilton and Region Arts Council 

Hamilton Region Conservation Authority 
Hamilton Tiger-Cat Football Club 
Hamilton-Wentworth CAER Group 
Hamilton-Wentworth’s six area MPPs 
Hamulton-Wentworth Regional Police 
Hamilton-Wentworth Roman Catholic Separate School Board 
Health of the Public Project, McMaster University 
HOTZ Environmental Services Inc. 

Housing Help Centre, Hamilton-Wentworth 

. International Council for Local Environmental Initiatives (ICLED 
International Human Power Vehicle Association 
Institute of Environment and Health 

Joint Apprenticeship Training Centre (JATC) Local 67 Plumbers and Steamfitters 
Labourhood Homes Resource Centre Inc. 

Laidlaw Transit Ltd. 

Laidlaw Waste Systems Ltd. 

Neighbour to Neighbour 

Niagara Escarpment Commission 

North Hamilton Community Health Centre 
Ontario Clean Water Agency 

Ontario Hydro 

Ontario Ministry Of Environment and Energy 
Ontario Round Table on Environment and Economy 
On The Edge Art/Environment Project 

Philip Environmental Group 

Planned Parenthood Society of Hamilton 

Proctor and Gamble 

Proctor and Redfern 
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Regional Municipality of Hamilton-Wentworth 
Chief Administrative Office 
Clerk’s Department 
Economic Development Department 
Finance Department 
Department of Public Health Services 
Hamilton Airport 
Hamilton Street Railway Company (HSR) 
Human Resources Centre 
Information Systems 
Legal Services Department 
Planning and Development Department 
Social Services Department 
Transportation / Environmental Services Group 
Re-Store 
Saint Joseph’s Community Health Centre 
San Jose Worker Co-operative 
SHAIR International Resources Centre 
Social Planning and Research Council 
Spike it! Products 
Stelco 
Stoney Creek Raptor Rehab Centre 
Telecare Hamilton 
Third Sector Recycling 
Transkills 
Trauma Prevention Council of Hamilton-Wentworth 
Truce Mediation Services 
Union Gas 
United Disabled Consumers 
United Nations Association of Canada / Hamilton Branch 
Victorian Order of Nurses (VON) 
The Volunteer Centre of Hamilton & District 
Wastewater Technology Centre 
Work-Able Services Inc. 


APPENDIX C 
SUSTAINABLE COMMUNITY DAY RESPONSE SUMMARY 


1) How did you find out about the day? 


Radio/TV - 0 Saw a poster - 6 

Newspaper - 7 Heard about it from friend/family - 10 

Info in mail - 27 Other - 13 , 
2) Which events did you attend? 

Ainslie Wood - 0 Harbour Tour - 4 

Auto Emission Testing - 1 Keynote Address - 15 

Children’s Craft Program - 4 Morning Workshops - 9 

Closing Ceremonies - 6 Neighbour to Neighbour - 1 

Community Planting Day - 0 Opening Ceremonies - 13 

Enviro Theatre Group - 14 Priorities for 95 Session - 1 

Exhibits in Convention Centre - 43 Red Hill Family Centre - 1 


Hamilton Steam Museum - 1 Woodward Avenue Treatment Facility -1 


3) Did you find these events useful and informative? Why? 
43 - Yes 2 - No 


Comments (X represents each time a similar comment was made) 

X"“Learmed the importance of water and its link to sustainability". 

6X"Enjoyed networking with other people interested in our community". 

X"Learned about the missions of similar agencies". 

2X"The displays were very informative and thought provoking”. 

X"A very worthwhile day". 

“Promotion and execution of this event gives great presence to this movement throughout the 
community”. 

“The keynote addresses were very good - sure made me feel good about Hamilton". 

“Too bad there were no female panellists at the keynote address”. 

“Any event that helps to explain and increase awareness of environmental issues is positive". 
3X"I picked up a lot of useful information from other exhibitors". 

2X"Leamed about the different kinds of programs and types of services available in the 
Hamilton-Wentworth community”. 

X"Contact with other groups and professionals was great however there were limited citizen 
inquiries". 

X"Traffic in the exhibit area was good in the moming but very slow in the afternoon". 

"One can never learn too much about our area. Council needs common sense ideas from the 
local citizen". 

“Was able to discuss and observe the continued support for implementing Vision 2020 within our 
community”. 

"Good to see who can be contacted with regards to what is going on within the city. It was also 
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encouraging to see what improvements have been made”. 

"Any information on the environment is useful". 

"I had the opportunity to do the treatment facility tour. I was surprised however that our tour 
guide did not know what the day involved. An orientation for volunteers on the eve of the Day 
would have been beneficial". 

"If our goal for the future is sustainability, then awareness and education are two key elements 
in achieving this". 

"Perhaps projects like this can integrate the community and university activities". 

2X"The booths were well done and those staffing them were eager to answer questions". 

"Did not realize the extent of work that is going on in the area”. 

"Most of the booths tied in with the theme of ’Sustainable Community’”". 


4) Would you attend a similar day in the future? 
YES - 52 -NO-2 


Comments 

“Too much happening in one day. Would have liked to attend all the events". 

X"Good exposure”. 

"Found that the groups that participated spanned a wide variety and therefore one got a good 
overall view". 

"We feel a responsibility to raise and maintain the public’s awareness of environmental issues”. 
3X"Very informative”. 

"Loved it”. 

2X"To link with other groups and to help expand the agenda". 

"I see something like this getting bigger every year - more information passed on to the public". 
"The open house might have had a better response had it been in the afternoon or evening". 
"Attendance in the afternoon did not warrant weekend work". 

X"It’s good to inform the public about the environment”. 

"To meet the movers and shakers, and to get new ideas”. 

"I am happy to see that information is available for the public”. 

"People were very friendly”. 

"It is important to focus on our future and become empowered to make responsible decisions". 
"Introduced kids to concepts”. 

X"I hope to participate again next year”. 

"To see progress”. 


5) If we held this event again next year, would you change anything? Which things and how? 


"Have more than one day - spread out the activities. The workshops were important because they 


were interactive.” 
"No refreshments available?” 


"I would get someone else to staff the booth and I would go on the tours”. 
"More traffic in the exhibit area would have been nice". 
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2X"Fewer activities happening all at once". 
6X"Move the Day to another time of year, when you don’t have to compete with the weather or 
other festivals". 
18X"More advertising”. 
“Many people were unaware of the Day". 
"Advertising is key in attracting people to events such as this one". 
"I felt the day was very well organized and I enjoyed the opportunity to talk saath ey and 
learn more about what is going on in the city”. 

"Some pre-screening for interest with reference to workshops". 
"Need discussions on social justice issues, sustainable international trade, human sae Poverty 
destroys the environment". 

4X"The event should be held on a weekday which would encourage more student participation". 
"Display booths with common themes should be together instead of being ae all over the 


place". 
"It would be good to have the presentations/workshops in rooms a little nigeen to the cinbe 


House". 

X"Change the Day to when the weather is not as nice. If it is nice outside, people want to be 
outside”. 

X"“Thanks for the coffee, parking and lunch". 

X"List workshop rooms in the brochure". 

"More focus on business": 

"I would like to see the link made clearer between poverty, unemployment, and sustaining the 
health and well being of the poor who lack access to resources in H-W". 

"The workshop I attended could have been much longer. It would have been good for the 
participants to get involved rather than to just sit and listen". 

"Have the exhibitors open earlier to accommodate early visitors". 

"More time is needed for sign ups”. 

"Improved emphasis on purchasing food locally and organically. Perhaps an organic food fair 
or snack bar". 

2X"The Day was a great idea however we need more children, youth involvement - perhaps 
information geared to children”. - 
"Signage on the main streets would have attracted more passers by, especially on a day where 
sO many other activities were occurring around the Region. 

"It works - no need to fix anything”. 

“More outdoor events and tours”. 

"No styrofoam cups". 

"More excitement (music, colour, etc.) in the open house”. 

“Appreciated the visit to each booth and the fnendliness of Reg Whynott". 
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ae) ba Re wintry ee 


ae Transport Transports 
Canada Canada a 


Airports Aéroports 


4950 Yonge Street a 
Suite 511, Box 152 our hi 
Noe Sete Cneale Our fila Narre réterence 
M2N 6K1 


Votre reference 


August 31, 1994 


Mr. Sam Kincaid 
Airport Manager 
Hamilton Airport 
Mount Hope, Ontario 
LOR 1WO 


SENT BY FAXS 
Dear Mr. Kincaid: 


Re: Southern Ontario Area Airports Study 
Transport Canada 


Further to our recent conversation Transport Canada would like to arrange a meeting with the 
Hamilton Intemational Airport Board of Management to discuss the Southern Ontario Area 
Airports Study. Our presentation would be no more than fifteen minutes subject to questions 


and comments from Board members. Please advise of the Board's interest in a presentation and a 
suitable date. 


Also as mentioned Transport Canada will be holding a meeting in the Hamilton Area to receive 
public input into the SOAAS Study. The meeting will be scheduled for mid October and 


advertized in local newspapers within the Hamilton area. Further details on the meetings will be 
provided to your office as available. 


Yours Truly 


Dan Driedzic 
Manager, Public Consultation 


Canada 
and a Made ‘rom recoverad materials Fait de papiers récupérss 51-0208 (07 - 8D 


RECEIVED AUG 1 
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AVIATION SPECIALISTS INC seme 


55 Nugget Avenue, Suite 230 
Scarborough, Ontario M1S 311 
Tel: (416) 754-2034 Fax: (416) 754-2080 


August 5, 1994 


Chairman Reg Whynott 

Regional Municipality of Hamilton-Wentworth 
Box 910, 119 King Street West 

Hamilton, ON 

L8N 3V9 


Dear Chairman Whynott: 
Re: National Airports Policy and Regional/Local Airports 


The National Airports Policy announced on July 13, 1994 by the federal Minister of 
Transport can be expected to have significant implications for the on-going operation and 
funding of the airport now serving your community. 


Under this policy, which classifies your local airport as Regional/Local, the federal 
government proposes several new cost-cutting measures which include the following: 


e lt will be withdrawing from any ownership or financial/operational 
involvement by April 1, 2000. 


e The federal government will be offering the ownership and operation to 
some form of local entity. 


e A new program, the Airport Capital Assistance Program (ACAP), will be 
introduced to provide funds for safety-related airside projects, but the new 
local owner/operator will be expected to contribute up to 15% toward 
project costs. It should be noted that the ACAP will not replace current 
operating subsidies or be available to offset future operating costs. 


e Transport Canada will undertake a number of steps over the next few years 
up to the time of transfer to improve the viability and self-sufficiency of the 
airport. 


For a municipality such as yours to adequately assess its options and to deal effectively 
with what the federal government is planning to do, it is essential that your community 
assess its alternatives, and, once these have been determined, prepare a detailed business 
plan, prior to any commitment regarding the transfer of airport ownership. 
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We believe that, prior to preparing this more specific business plan, it would be prudent 
for your municipality to prepare an airport ownership feasibility study which would answer 
a number of outstanding questions inherent in the federal policy. Such a study will provide 
you with a more suitable basis with which to prepare your business plan. The feasibility 
study would address and comment on such factors as: 


The validity of the classification of your airport made by Transport Canada. 
Our initial review of the Transport Canada policy document indicates that 
some of the data are old or incomplete, air traffic assumptions may be out 
of date, and revenue and cost values shown may not match or relate 
accurately to other data. For example, the funds currently provided to the 
municipality by the federal government in the form of a grant in lieu of taxes 
would probably be lost. For some airports this may be a sizable sum. We 
understand that the grant in lieu of taxes presently provided is not included 
in the financial data shown in the National Airports Policy document. 


The extent to which an airport that is taken over by a municipality might 
become eligible for financial support under the provincial Municipal Airports 
Program is unknown at this time. This item, as in the case of the grant in 
lieu of taxes from the federal government, might involve a substantial 
amount of money. Eligibility under the provincial program will be 
investigated as part of the feasibility assessment. 


What measures Transport Canada may be considering to increase viability 
and airport self-sufficiency, including assumptions to be used with respect 
to changes in level of service at the airport. 


What flexibility Transport Canada may have to amend or alter the proposed 
policy toward your airport as a result of more accurate information 
developed by your municipality. 


If your municipality takes over the responsibility for ownership/operation of 
the airport, what level of effort/investment might the municipality have to 
put forward to ensure the same/adequate level of service to the users of the 
facility - benchmark information could be available from similar communities 
already operating their own airports - conversely, is a change in level of 
service warranted? In this area it is noted that the federal government will 
continue to set safety and security standards; the municipality will have to 
ensure that the airport is operated in a manner that is consistent with these 
Standards. 


A preliminary assessment of whether it is worthwhile for your community 
considering take over responsibility for the airport at all - or whether some 
other approach should be sought, such as provincial or other entity on 
behalf of the municipality. 
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We believe that a preliminary feasibility study, which would clearly lay out the options 
available to you (but would not include the preparation of the specific business plan), can 
be completed within three to four weeks, at an estimated cost (subject to confirmation) 
of approximately $10,000. As the Ontario Regional Office of Transport Canada will have 
prepared its proposed revenue enhancement and cost reduction proposals by mid- 
September, we believe that it will be in your own interest to develop an independent 
feasibility assessment of your specific situation, as soon as possible. 


The work would be carried out by the professional staff of AeroCan Aviation Specialists 
Inc. in association with Moncrieff Management Ltd. AeroCan Aviation is a firm of 
professional aviation consultants that has completed numerous operational and 
management studies on individual airports and the airports system in Ontario for clients 
in the private sector and at all three levels of government. Moncrieff Management has 
completed numerous aviation studies in Canada and internationally to examine aviation 
activity and the financial aspects of airports and aviation operations. Our two firms have 
worked together successfully on previous consulting assignments and the backgrounds 
and skills of the two firms complement each other well. 


Should you require additional background information or professional references regarding 
either firm, we would be pleased to provide it upon request. In the meanwhile, should you 
be interested in pursuing either the feasibility study or business plan concepts further, we 
would be pleased to provide a more detailed proposal. 


Yours Truly, 
AEROCAN AVIATION SPECIALISTS INC. 


hy | A. eee 
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August 18, 1994 


Mr. David Godley 

Manager, Land Use & Policy 
Region of Hamilton-Wentworth 
Planning & Development Dept. 

Peo King estrecn, West,  Lé4th) Floor 
Hamilton, ON L8N 3Vv9 


Dear 


RE: 


THE CORPORATION OF THE TOWNSHIP OF TAC 


2965 HOMESTEAD DRIVE, MOUNT HOPE, O 


esenown || 


SECURITY 
pied 


Planning & Development Committee Report 8-94, Item 4 
Township of Glanbrook Official Plan Amendment No. 14 


At the regular meeting of the Glanbrook Township Council held on 
AUGUST. top 9o47 chew ro! lowing recommendation was. adopted: 


4. 


Planning Report No. 94-150 regarding Proposed Modifications 
to. the North-West Glanbrook Planning Area Secondary Plan and 


. related Official Plan Amendment No. 14 


(File Nos.: A-3-33, C-1-10 and HW-G-640) 


Li cl eCmGOUnCI mEOtustiG COrpDOratlOn. Of the ‘Township: of 
Glanbrookssuppore the following modifications to the Township 
of Glanbrook Official Plan Amendment No. 14 and the North- 
West Glanbrook Planning Area Secondary Plan: 


(ce) cee Olere venmecrsie 4 s(ih)jGilt( Oc .A. NO. ol 4) and 3.9.2 (6) 
(Secondary Plan) be deleted in their entirety and be 
replaced with the following wording: 


Wineadateronsco the existing Ontario Hydro facilities and 
Pipeline company facilities, the lands designated 
"Utility" on the attached Schedule A - Land Use Plan may 
BemuscemeOrmccG el Ondleuses; subject to the approval of 
Ontario Hydro, the appropriate pipeline company(s) and 
the Township of Glanbrook. These additional uses may 
include, but shall not be limited to, recreational uses, 
Pamkingmeereas,. public and private rights-of-way, 
eGr cue uoc muses» and iallotment gardens.” 


(eee) 


Mr. David Godley 


August 18, 


Page 2 


(b) (1) 


(ii) 


1994 


That a new Residential Development Objective be 
established as Clause B.2.1.47)-1(4) (vi)(O2o eA No. 14) 
and 2.1.1(£) (Secondary Blan) to read as eroliowse 


"To ensure that future residential development is advised 
of the proximity “of the) Hamilton @Atcporemmancescuc 
potential for noise nuisance at Ciames! releredsroun por. 
ACELVLEY cr 


That a new Residential Development Policy be established 
as Policy Be 2elwe7 a2Cay Gia (Omean No.14) and 
3.2.l1(g) (Secondary Plan) (tosread "as follows. 


"Residential development is advised that the Hamilton 
Airport is located approximately 1.6 kilometres (1 mile) 
south of Twenty Road West, which is the southern boundary 
of the North-West Glanbrook Planning Area, and as a 
result there is the potential for noise nuisance at times 
related to airport activity. A warning clause to advise 
Of this potential noise nuisance related scons arom. 
activity shall be registered on title for residential 
development lands." 


FURTHER that the Region of Hamilton-Wentworth Planning and 
Development Department, Ontario Hydro, Hamilton Airport 
Manager and Transport Canada be advised of this Council’s 
decision. 


Any further questions should be directed to Morgan Pirie; Tlownship 
Planner at (905) 679-4121 or (905) 544-4870. 


VOUDS=cEulys, 


SSL Oy Sten 


Trish Brown 
Deputy Clerk 


(eo 
Cor 


Sam Kincaid, Manager - Hamilton Adena 
Gord Deska, Transport Canada 

Jett Tomlinson, 9sc- Planner s0ntan1 oO ehvaLo 
Morgan Pirie, Township Planner 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


1994 August 26 
010-011.1 


REPORT TO: Chairman and Members 


Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 


Airport General Manager 


SUBJECT: Hamilton Airport Glycol De-icing/Anti-icing Clean-up and Collection Service 


Licence (AIR 94-044) 


RECOMMENDATION: 


a) 


b) 


That the authority for the Region to enter into a three-year Licence Agreement with 
Glanford Aviation Services Ltd. setting forth the terms and conditions pursuant to which 
Glanford Aviation shall perform De-icing/Anti-icing Clean-up and Collection Services 
in the Licensed Area at the Airport outlined in Schedule "A" attached to Report AIR 94- 
008 approved by Regional Council on March 1, 1994 in adopting Item 3 of Report 3-94 
of the Economic Development and Planning Committee, be revoked and repealed 
effective retroactively as at March 1, 1994; 


That the Regional Municipality of Hamilton-Wentworth enter into a Licence Agreement 
with Zenon Airport Environmental, a partnership of Zenon Environmental Inc./VQuip 
Inc. setting forth the terms and conditions pursuant to which Zenon airport 
Environmental shall perform De-icing/Anti-icing Clean-up and Collection Services in the 
Licensed Area at the Airport outlined in Schedule "A" attached to Report AIR 94-044, 
which Licence shall be in a form satisfactory to the Commissioner of Legal Services and 
subject to the following; 


1) That the term of the Licence be for a period of five (5) years commencing on the 
Ist day of October, 1994, unless earlier terminated pursuant to the provisions of 
the said Licence; 


11) That such De-icing/Anti-icing Clean-up and Collection Services be performed in 
accordance with the Glycol Clean-up Mitigation Plan attached as Schedule "B" 


iii) 


v) 


V1) 


Vil) 


eg) 


to the said Licence, and which Glycol Clean-up Mitigation Plan shall have been 
approved by the Airport General Manager; 


That Zenon Airport Environmental ensure that all prices, fees, charges, rates, 
levies or other amounts charged by Zenon Airport Environmental to the aviation 
operators and carriers at or using the airport and related facilities for the 
provision of De-Icing/Anti-Icing Clean-up and Collection Services from the 
Licensed Area shall be fair market value in all respects, competitive with and 
comparable to the prices, fees, charges, rates, levies or other amounts which are 
charged by similar parties providing similar services in relation to the collection 
and clean-up of Delcing/Anti-Icing Fluids for similar aviation operators and 
carriers at and from similar airport facilities; 


That Zenon Airport Environmental provide to the Airport General Manager a 
Schedule of Prices, Fees, charged as rates in connection with the provision of De- 
Icing/Anti-Icing Clean-up and Collection Services for review and approval, 
together with such other documentation and financial information, including 
budgets, cash flow forecast, business plans and financial projections as may be 
required by the Airport General Manager to verify, review and ascertain the 
rationale justification basis for such prices, fees, charges, rates, levies or other 
amounts to be charged in the Licensee’s cost structure relating to the provision 
of De-Icing/Anti-Icing Clean-up and Collection Services from the Licensed Area; 


That Zenon Airport Environmental keep proper and separate accounts, books and 
records in relation to its De-Icing/Anti-Icing Clean-up and Collection Services 
provided for hereunder. Such accounts, books and records shall, at all times, be 
open to inspection and audited by the Licensor’s Commissioner of Finance or 
such other person as the Commissioner may authorize in writing, and the 
Licensee shall afford all facilities for such inspections and audits and shall furnish 
the Commissioner of Finance or his authorized representative with all such 
information and such assistance and co-operation as the Commissioner may, from 
time to time, require with reference to such accounts, books and records; 


That Zenon Airport Environmental not, without the written consent of the 
Commissioner of Finance, dispose of any such accounts, books or records, but 
shall preserve and keep the same available for inspection and audit at any time 
hereunder; 


That Zenon Airport Environmental maintain Comprehensive General Liability 
Insurance in a combined single limit of not less than Five Million Dollars 
($5,000,000.00) per occurrence, and shall keep and maintain Automobile Liability 
Insurance in an amount of not less than One Million Dollars ($1,000,000.00) per 
occurrence for bodily injury and property damage inclusive; 
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viii) That Zenon Airport Environmental at its own expense, purchase and maintain 
Environmental Liability coverage with respect to the provision of Glycol 
Mitigation Clean-up Service and for the purposes of storing residual De- 
Icing/Anti-Icing Fluids collected, and the operation of Zenon’s Glycol Treatment 
plant on the airport property; 


C) That the Regional Chairman and Regional Clerk be hereby authorized and directed to 
execute the aforesaid Licence for and on behalf of the Region, and to affix the corporate 
seal thereto. 


Mffcaid, Airport General Manager 
FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


The use and control of Glycol and other de-icing/anti-icing fluids at the Hamilton Airport has 
definite legal implications concerning compliance with all Federal and Provincial environmental 
requirements. 


Off Airport emissions of Glycol and other de-icing/anti-icing fluids would come under the 
jurisdiction of The Environmental Protection Act and the Ontario Water and Resources Act. 
The Airport’s Glycol use and clean-up plan, together with licensing requirements, should better 
ensure compliance with the Federal and Provincial environmental standards, and imposed direct 
legal responsibility to the Region on Glycol users at the Hamilton Airport. 


The cost of all infrastructure improvements and operating procedures will and are being borne 
by Transport Canada and aircraft operators. No costs accrue to the Regional Municipality of 
Hamilton-Wentworth. 


BACKGROUND: 


To remove accumulation of snow, frost or ice from aircraft wings, control surfaces, fuselage 
or other critical places and to prevent such accumulation, it is often necessary to spray glycol 
based De-icing/Anti-icing Fluids on aircraft. It is impossible to prevent such fluids from running 
off the aircraft onto the aircraft parking or operating surfaces. Although evaporation of the 
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glycol does occur over time, in many cases it makes its way through the drainage systems into 
off airport creeks and rivers. Such pollution of water courses is prohibited by Federal and 
Provincial statutes. 


Active and ongoing attempts to mitigate the Glycol emissions during the winters of 1991/92 and 
1992/93 had not proven entirely successful, and water stream testing by the Ministry of the 
Environment (MOEE) had suggested higher than allowable emissions. The MOEE had advised 
the additional action must be taken as had environmental specialists of Transport Canada. 


Accordingly, a glycol use and control plan had been and continues to be developed for the 
Airport. Part of that plan involved catch basin sealing, retention pond improvements and 
pavement crack sealing. Another part required mechanical clean-up of glycol from pavement 
surfaces subsequent to de-icing activities. A key element of the plan was to require the training 
of de-icing and clean-up operators and the licensing of such operators. A clean-up licence was 
developed in consultation with Transport Canada by the Legal Services Department. This 
Licence permitted Glanford Aviation Services Ltd. to provide the mechanical clean-up of glycol 
on the apron. 


Glanford Aviation Services Ltd. are currently not in a position to provide a total glycol clean-up 
program and requested that the "Hamilton Airport Glycol De-Icing/Anti-Icing Clean-up and 
Collection Service Licence" be assigned to Zenon Airport Environmental who in turn will 
engage Glanford Aviation Services Ltd. to operate the ZAE Glycollector SR 300G Glycol 
Collection Unit. 


Zenon Airport Environmental has the capability of on-site processing, as well as a wealth of 
experienced specialists in all aspects of airport operation, glycol application and collection; 
scientists and engineer experts in separation technologies, distilling and recycling, a sophisticated 
laboratory network; and expertise in environmental legislation. 


Ce J. Fudge, Assistant Corporate Counsel, Legal Services Department 
B. MacSween, Operations Manager 
M. Thompson, Airport Lease/Invoice Co-ordinator 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 August 23 


REPORT TO: Members of 
Hamilton Region Airport Management Board 


FROM: Ken Gregg 
Chairman, Hamilton Region Airport Management Board 


SUBJECT: National Airports Policy (AIR 94-045) 


RECOMMENDATION: 


That the discussion paper attached to Report AIR 94-045 be received for the discussion of the 
Board. 


K. Gregg, Chairman 
FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
N/A 

BACKGROUND: 


The following discussion paper has been prepared on the evolution of the airport under the new 
Naitonal Airports Policy. 


This paper is presented as a stimulus for discusson on this matter. 


August 19, 1994 


At this Board's 2nd Annual "Retreat" this Spring, all participants had the opportunity to 
contribute to and share in the future vision and Strategic Planning focus for the Airport. It 
also gave us the opportunity to hear Don MacLean of the Transport Canada Airports Group 
make a presentation on what the future might hold for Hamilton Airport from the evolving 
Federal Government perspective. This meeting served as the catalyst for the Transport 
Canada Negotiations Sub-committee to become operative, having as it's mandate: 


"to determine the viability of forming a Local Airport 
Authority (LAA) for Hamilton Airport." 


This sub-committee was also eventually charged with the responsibility for overseeing and 
directing the strategic planning process for the Airport. Both portions of this mandate were 
ratified by the full Board, by the Economic Development and Planning Committee of Council, 
and by Regional Council at their subsequent meetings. We have now begun our Strategic 
Planning process, and while we had anticipated being a bit further along at this point in time, 
we have had our preliminary presentation from the Consultant at the August Sub-Committee 
meeting. 


With the announcement from the Federal Minister of Transport on July 13th, with regard to 
Regional Airport commercialization, we are now in a Strategic position to execute some of the 
necessary tactics which will enable us to achieve our mandated goal - to establish an 
"independent" legal Airport Authority, which will own, direct, operate and be fully 
accountable for the operation of Hamilton Airport. 


Corporate Entity: 


Hamilton Airport Corporation should be a corporation having no shareholders and with 
eventual profits to be invested in the future growth of the airport. The ownership of this 
Corporation would be held by the Region. The Corporation would be managed by a Board of 
Directors of not less than four nor more than eight directors; to be appointed for four year 
terms (two terms consecutive maximum) by: 


Regional Council 2 members 
City of Hamilton 2 members 
Town of Ancaster 1 member 
Township of Glanbrook 1 member 


The Board 2 members 


No elected official or civil servant may be appointed to the Board. However, they may be 
appointed to the negotiating committee. 


The Board shall have the power to add additional members from the Greater Community (not 
to exceed 5) for one year terms. 


During the negotiating period-the time of transition from the current Board composition to the 
new-the Negotiating Agent shall be composed of the 6 existing members of the Sub-Committee 
(who shall serve out their remaining terms). Additional members may be appointed as deemed 
necessary. The timing for this is critical in that we need to have the negotiating agent (the 
Sub-Committee) appointed prior to the upcoming Municipal election. As well, we need to be 
cognizant that two of the present citizen members’ terms expire with this Council and will 
need to be re-appointed or replaced. It is of utmost importance that continuity of negotiations 
be maintained from now until April 1, 1995, when the new Board will begin operating. 


The Chairman of the Board shall be elected by the members of the Board. The directors shall 
be reimbursed by the Corporation for any reasonable travelling and other out-of-pocket 
expenses necessarily incurred by them in the discharge of their duties; and, in addition, the 
Directors may be paid and accept, as remuneration for their services, such daily or periodical 
amounts as are fixed by by-law of the Board. Funding for the transitional period shall be 
provided by the Region either directly or through the Airport budget process. 


The Hamilton Airport Corporation Board shall meet at least monthly and shall administer the 
business and affairs of the Corporation and may pass by-laws generally, to determine the 
conditions for the carrying out of its powers; and to regulate its own procedure. 


Directors shall comply with the Municipal Conflict of Interest guidelines and regulations. 


The Corporation may use administrative assistance and technical personnel from the Region as 

may be required by the Corporation to enable it to carry out its aims and objects. The 

Corporation shall compensate the Region for any personnel costs incurred on it's behalf, 
rovided th ration has requested same 


The Corporation shall generally exercise all the usual powers necessary for the management 
and operation of Hamilton Airport which are contained in it's corporate charter. 


The Corporation shall appoint and contract with Auditors, Legal Counsel, Insurers, and any 
other professionals, groups or individuals, that it deems necessary for the safe and responsible 
operation of the Airport. The books and accounts of the Corporation shall be examined, 
checked and audited from time to time, and at least annually by an appointed Auditor. 
Appropriate insurance will be acquired for the property and public liability protection of the 
Airport; and also to limit the liability of the chairman, or any director, or any one acting 
under instructions of any of them or of the Board who shall not be personally liable for any 
loss or damage suffered by any person by reason of anything in good faith done, or omitted to 
be done, by him or them or any of them pursuant to, or in the exercise or supposed exercise 


of, the powers conferred by the Corporation. There is a Canadian Airports Association which 
is composed of the existing LAA's in Canada. They have already established the means to 
insure themselves appropriately, so, if suitable for our purposes, we should consider joining 
them or accessing their underwriters (insurance markets). 


Staffing necessary for the operation of the Airport shall be hired or contracted with, in a 
manner consistent with the human resources practises of the Region. Absolute responsibility 
shall rest with the Board of the Corporation for all personnel matters including hiring, firing, 
compensation levels, evaluations and appraisals, etc.. Present personnel shall be assured that 
their incumbency will continue for at least a specific period (two years) from the 
commencement of the Corporation's affairs. 


The Chairman shall be the chief executive officer of the Corporation and, subject to the 
by-laws of the Corporation, shall be responsible for the overall direction and control of the 
operation of the Corporation. While the board is not in session, the chairman shall exercise 
the powers conferred on him (or her) and shall report thereon to the Board at its next 
following regular meeting. The Chairman shall make a report to the Board on the operations 
of the Corporation during the fiscal year past, no later than 120 days following the 
Corporation's year end. The Board shall then forward the report to the Regional Council of 
Hamilton-Wentworth. In addition, a public meeting shall be held at the Airport within 150 
days following the Corporation's year end to disclose the results of the year previous, and to 
discuss and receive suggestions for the continuing operation of the Airport from the general 
public. 


The Board shall cause to be published and presented to the Regional Council of 
Hamilton-Wentworth, within forty-five days of the end of each quarter of the fiscal year, the 
financial statements for the Airport. 
Sub-Committee Structure: 

a) Marketing & Airport Development 

b) Personnel & Administration 

C) Audit, Finance & Budget 

d) Physical property & operations 


All meetings shall be open to the public except where the subject matter deals with personnel 
matters and pending contract or property lease negotiations, at which time they shall be held 
"in camera”. 


HAMILTON AIRPORT CORPORATION 


Summary of Needs 


Strategic Plan - is currently under way and should be 


completed by January, 1995. It will establish a mission 
statement and future vision for the Airport, and will detail a 
marketing and organizational strategy to enable the Board and 
staff to accomplish their goals. It is anticipated that the following 
"needs" will be identified by the plan; analyzed as to their costs 
and benefits, have an implementation schedule, and an action 
responsibility designation. 


Hamilton Airport Corporation - a private, profit making 


Runway Extension - 


corporation should be established to direct, manage, own and 
operate the Airport. Directors will be recommended by Regional 
Council, the City of Hamilton, the Town of Ancasster and the 
Township of Glanbrook, and appointed by the Board. The 
Corporation will be operated as an independent business with 
total responsibility and accountability for its actions. This should 
evolve in accordance with the Federal Government's proposed 
implementation guidelines, and be in place by April 1, 1995. 
Appropriate capital and operating budgets will be prepared for 
the 5 year subsidization period, and beyond. There is absolutely 
no reason, at this point in time, in the proposed National Airports 
Policy environment, why the airport can not become profitable 
within this 5 year period. 


today our customers utilize our airport 

in spite of it’s limitations. However, our principal customers are 
in the courier/cargo business and eventually they will want to 
utilize aircraft which may be too large for our present runway, 
taxiway and apron infrastructure. Our present main runway 
length limits air carriers, both cargo and passenger, to North 
American destinations utilizing mid-sized aircraft. If we ever 
want to attract, or retain, air carriers who wish to utilize larger 
aircraft (747, 777, etc.) especially if their destinations are 
Europe, Asia or South America, we will require a longer main 
runway. Ideally, we should have 11,500 feet, as 9,500 will limit 
us to European threshold destinations only. 


The cost/benefit analysis of this option is likely to prove that it is 
very difficult to justify at this point of time, if we are to incur 
significant debt for the Corporation. However, if we can 
persuade the Region, the Province and the Federal Governments' 
to each contribute one-third of the capital cost of construction 
then we should proceed at once, as it will take considerable time 
for all the necessary approvals to be received, and the sooner the 
process is underway, the sooner we can begin to expand our 
target market niche. 


Private funding for the runway is a possibility as well. 


Highway 6/403 Connection: - currently approved by the Province with construction 
slated to commence this fall. Project to be completed by 1996. 


If possible, this project should be "fast tracked" as much as 
possible. This would enable our growing courier customer base 
to more safely and expeditiously access the airport. 


Duty Free Facilities: - this customer service facility has been sorely lacking at 
Hamilton Airport since day 1. All trans-border passenger traffic 
deserves and demands this service, but we are stymied from 
getting the necessary approvals from Revenue Canada, Transport 
Canada and the LLBO. Forming an LAA will serve to eliminate 
the Federal impediments. Political will could eliminate the 
Provincial numbers impediment. 


Bi-lateral Policy change: - trans-border scheduled passenger air service is limited under 
the current bi-lateral policy to aircraft not to exceed 20 seats. 
Current carriers (U.S. Air) and other carriers, who have 
expressed a desire to service Hamilton, require permission to 
provide service with 36 seat Dash 8 aircraft and ultimately with 
70 seat Regional Jet type aircraft. In addition, they need 
permission to more appropriately advertise their service 
connections at their hubs so that the travelling public can become 
better aware of the service they can provide. Expressions of 
interest will be gathered in the Strategic Plan and will 
undoubtedly serve as partial justification for a change. However, 
Minister Young & Secretary Pena need to have the political 
desire and motivation to re-open talks. 


‘Le Ai Improvements: 


a) Main Apron - requires enlargement to better facilitate current 
levels of courier traffic. There is currently not sufficient apron 
area to accommodate the proposed growth from Purolator which 
is scheduled to occur this fall. 

Taxiways - need to be built to enable development of existing 
airport lands and provide access to future land development 
opportunities. Also to allow more efficient access to and from 
the main runway. 

c) Navigation Aids - additional ILS (instrument landing system) 
equipment is needed to accommodate traffic on all runways. 

d) Lighting - for the main apron and taxiways are required for 
safety purposes. 

e) Roadways - need to be constructed to facilitate the "final" 
set-up of the airport lands when all available lands are leased out. 


8. Land Acquisition - there are sufficient proposals under 
consideration now, to use up all of the available leased land on 


the airport within the next 12 to 18 months. Additional acreage 
will have to be acquired and accessed to accommodate future 
growth. We should not wait until we are out of land, we should 
be planning expansion now so that all the necessary approvals 
can be obtained in a timely and orderly fashion. 


In order to ensure that we comply with the Federal Government's schedule for 
commercialization by April 1, 1995, we need to begin this process now. We require the 
necessary motion to: 


"commission the Transport Canada Negotiating Sub-Committee: 

1) to act on behalf of the citizens of the Region 
of Hamilton-Wentworth as the negotiating agent for the Regional 
Government with Transport Canada; 

2) to negotiate the acquisition (purchase) of the 
land and chattels of Hamilton Airport from Transport Canada; 

3) to form Hamilton Airport Corporation which 
will own, manage, and operate Hamilton Airport.” 


HAMILTON AIRPORT 
PeAsis e N' GER 
PeeuG hel es. CUE Di ES 


Effective September 6, 1994 
Scheduled Airlines 


DEPARTURES TO ARRIVALS FROM 
0615 oa BLA PIT 
0630 - ASF YKZ/YUL 
0705 - ASF YOW 1035 - ASF YULIYKZ 

1055 - JAI PIT 
1115 - JAI PIT 

1450 - JAI PIT 
1510 - JAI PIT 1845 - JAI PIT 

1745 - ASF Yow 

1930 - ASF YUL/YKZ 
1515 - ASF YKZ/YUL 2050 - ASF Yow 
1805 - ASF YOw 

2235 - JAI PIT 
1905 - JAI PIT 

SATURDAY 

DEPARTURES TO ARRIVALS FROM 
0615 - JAI PIT 

1055 - JAI PIT 
1115 - JAI PIT 

1450 - JAI PIT 
1510 - JAI PIT 1845 - JAI PIT 

SUNDAY 

DEPARTURES TO ARRIVALS FROM 
1115 - JAI PIT 1450 - JAI PIT 
1510 - JAI PIT 
1805 - ASF Yow 1845 - JAI PIT 

2050 - ASF YOw 
1905 - JAI PIT 

2205 - JAI PIT 
AIRLINES CITIES 
JAI - USAIR EXPRESS - 679-3323 YOW - OTTAWA, 

PIT - PITTSBURGH 

ASF - AIR LAURENTIAN - 679-3399 YUL - MONTREAL 


YKZ - BUTTONVILLE 


URBAN/MUNICIPAL | | pupLic LIBRAR 
CAB ON HW LCS aanycTon PU 


HI~< 
Pam 


HAMILTON REGION AIRPORT MANAGEMENT BOARD. 


AGENDA 
DATE: Thursday, October 13, 1994 
TIME: 8:30 o'clock a.m. 
PLACE: Hamilton Airport Terminal Building 
GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 


b) Minutes of the September 8, 1994 meeting of the Hamilton Region Airport 
Management Board 


CONSENT AGENDA 
2.1. Temporary Sublease Renewal - Glanford Aviation Ltd. (AIR 94-048) 


a) That the request of Glanford Aviation Ltd. to renew their temporary 
land Sublease No. 142352 in order to carry on with the operation of a 
helicopter charter, aircraft maintenance company, located east of the 
Air Terminal Building, be approved, subject to the following: 


i) That the Region enter into a one-year Supplemental Agreement 
with Glanford Aviation Ltd., in a form satisfactory to the 
Commissioner of Legal Services and Transport Canada, 
commencing on January 1, 1995; 


il) That this Supplemental Agreement include a 240-day proposal 
period allowing Glanford Aviation Ltd. to bring forward 
submissions to the Airport General Manager for permanent re-_ 
location at the Airport. Failure to comply or in the absence of 
available sites would result in no further renewals at the end of 
the one-year term; 


Hamilton Region Airport Agenda October 13, 1994 
Management Board 


iii) | That the rental rate for 2,911 square metres of land for the 
purpose of a helicopter hangar and landing pad be established 
at the CAT III rate of $1.40 per square metre per annum, and 
the rental rate for 98 square metres of land housing a small 
steel building, used to accommodate office staff, be established 
at the groundside trailer rate of $80 per month, plus a 10% 
administration/maintenance fee, in addition to $120 per month 
for hydro charges, plus 7% GST, resulting in an annual rental 
rate of $7,467.47, to be paid in monthly instalments of $622,29, 
plus realty taxes, commencing January 1, 1995, and subject to 
any future Transport Canada rental rate increases; 


iv) That the applicant be required to deposit with the Region the 
first and last months’ rent at the time of executing the 
Supplemental Agreement; 


v) That the monthly land rental rate be credited to the Land 
Rental - Lease Account No. 1-46006-34319, and the monthly 
administration/maintenance fee credited to the Administration/ 
Maintenance Fee Account No. 1-45137-343199; 


vi) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


vii) That a thirty-day termination clause be included in the one-year 
Supplemental Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region, in a form satisfactory to the Commissioner of Legal Services. 


2.2 Airport Filming Agreement - Removal of Commissioner of Finance as a 
Signatory (AIR 94-049) 


That the standard filming agreement outlined in Item 2 of Special Airport 
Committee Report 16-86, approved by Regional Council on December 16, 
1986, respecting Airport Filming Agreement, be amended by deleting the 
Commissioner of Finance as a signatory. 
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Pe) For the Information of the Board: 
That the following items be received: 


a) Appointment of Citizen Members to the Hamilton Region Airport 
Management Board (AIR 94-047) 


b) Canada, U.S. Target Air Talks (AIR 94-050) 
c) Airport Accounts Receivable Over 90 Days as at September 27, 1994 
d) Correspondence dated September 13, 1994 from Transport Canada 
(Aviation) respecting Hamilton Operations during the winter of 1994- 
1995 
o: DELEGATIONS 


3.1 Mr. D. Driedzic, Manager, Public Consultation, Transport Canada (Airports) 
respecting the Southern Ontario Area Airports Study 


4. DISCUSSION AGENDA 


4.1 Discussion of Consent Items 


4. ADJOURNMENT 


sb) 


The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, September 
8, 1994 in the Terminal Building, Hamilton Airport. 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


Present: Chairman K. Gregg 
Vice Chairman O. Boris 
Councillors G. Etherington, H. Merling, R. Wade; L. Culver, 
J. Monaco, J. Mongeon, J. Skelton 


Absent with regrets: Regional Chairman R. J. Whynott - Vacation 
Councillors D. Agostino, D. Wilson - City Business 


Also present: Messrs. S. L. Kincaid, J. Fudge, N. Catalano, B. McSween 
Mmes. J. Furlani, M. Thompson, C. Biggs 
i GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 


b) Minutes of the August 16, 1994 meeting of the Hamilton Region Airport 
Management Board 


(Skelton/Etherington) 
Be received and adopted as presented. CARRIED. 


The Board Chairman advised that the official Ground Breaking Ceremony for the 
construction of the new Canadian Warplane Heritage Museum will take place on Saturday, 
September 24, 1994 at 12:00 noon. Invitations will be extended to all members on the 
Board. 
Items 2.1(a) and (e) were moved to the Discussion agenda. 
Ds, CONSENT AGENDA 

2.1 For the Information of the Board: 

(Culver/Monaco) 


b) Commercialization of the Air Navigation System in Canada 
(AIR 94-046) 


C) Airport Accounts Receivable Over 90 Days as at August 23, 1994 


d) Annual VISION 2020 Sustainable Community Day (PLA 94-042) 
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g) 


Correspondence dated August 5, 1994 from Mr. P. A. Hayes, President 
of Aerocan Aviation specialists Inc., to Chairman R. Whynott 
respecting National Airports Policy and Regional/Local Airports 


Resolution from the Township of Glanbrook respecting Proposed 
Modifications to the Northwest Glanbrook Planning Area Secondary 
Plan and related Official Plan Amendment No. 14 

CARRIED as amended. 


2: DISCUSSION AGENDA 


Sell 


Hamilton Airport Glycol De-icing/Anti-icing Clean-up and Collection Service 
Licence (AIR 94-044) 


(Wade/Culver) » 


a) 


b) 


That the authority for the Region to enter into a three-year Licence 
Agreement with Glanford Aviation Services Ltd. setting forth the terms 
and conditions pursuant to which Glanford Aviation shall perform De- 
icing /Anti-icing Clean-up and Collection Services in the Licensed Area 
at the Airport, outlined in Schedule "A" attached to Report AIR 94- 
008, approved by Regional Council on March 1, 1994 in adopting Item 
3 of Report 3-94 of the Economic Development and Planning 
Committee, be revoked and repealed, effective retroactively as at 
March 1, 1994; / 


That the Regional Municipality of Hamilton-Wentworth enter into a 
Licence Agreement with Zenon Airport Environmental, a partnership 
of Zenon Environmental Inc./VQuip Inc., setting forth the terms and 
conditions pursuant to which Zenon Airport Environmental shall 
perform De-icing/Anti-icing Clean-up and Collection Services in the 
Licensed Area at the Airport, outlined in Report AIR 94-044, which 
Licence shall be in a form satisfactory to the Commissioner of Legal 
Services and subject to the following: 


i) That the term of the Licence be for a period of five(5) years, 
commencing on the Ist day of October, 1994, unless earlier 
terminated pursuant to the provisions of the said Licence; 


il) That such De-icing/Anti-icing Clean-up and Collection Services 
be performed in accordance with the Glycol Clean-up Mitiga- 
tion Plan, attached as Schedule "B" to the said Licence, and 
which Glycol Clean-up Mitigation Plan shall have been 
approved by the Airport General Manager; 


Hamilton Region Airport 


Management Board: 


il) 


v) 


Minutes September 8, 1994 


That Zenon Airport Environmental ensure that all prices, fees, 
charges, rates, levies or other amounts charged by Zenon 
Airport Environmental to the aviation operators and carriers at 
or using the airport and related facilities for the provision of 
De-icing/Anti-icing Clean-up and Collection Services from the 
Licensed Area shall be fair market value in all respects, 
competitive with and comparable to the prices, fees, charges, 
rates, levies or other amounts which are charged by similar 
parties providing similar services in relation to the collection 
and clean-up of De-icing/Anti-icing Fluids for similar aviation 
operators and carriers at and from similar airport facilities; 


That Zenon Airport Environmental provide to the Airport 
General Manager a Schedule of Prices Fees, charged as rates 
in connection with the provision of De-icing/Anti-icing Clean-— 
up and Collection Services for review and approval, together 
with such other documentation and financial information, 
including budgets, cash flow forecast, business plans and 
financial projections as may be required by the Airport General 
Manager to verify, review and ascertain the rationale 
justification basis for such prices, fees, charges, rates, levies or 
other amounts to be charged in the Licensee's cost structure 
relating to the provision of De-icing/Anti-icing Clean-up and 
Collection Services from the Licensed Area; 


That Zenon Airport Environmental keep proper and separate 
accounts, books and records in relation to its De-icing/Anti- 
icing Clean-up and Collection Services provided for hereunder. 
Such accounts, books and records shall, at all times, be open to 
inspection and audited by the Licensor's Commissioner of 
Finance or such other person as the Commissioner may 
authorize in writing, and the Licensee shall afford all facilities 
for such inspections and audits and shall furnish the 
Commissioner of Finance or his authorized representative with 
all such information and such assistance and co-operation as the 
Commissioner may, from time to time, require with reference 
to such accounts, books and records; 


That Zenon Airport Environmental not, without the written 
consent of the Commissioner of Finance, dispose of any such 
accounts, books or records, but shall preserve and keep the 
same available for inspection and audit at any time hereunder; 


Hamilton Region Airport Minutes September 8, 1994 
Management Board ; 


2.1(a) 


ae) 


2.1(e) 


vii) That Zenon Airport Environmental maintain Comprehensive 
General Liability Insurance in a combined single limit of not 
less than Five Million Dollars ($5,000,000) per occurrence, and 
shall keep and maintain Automobile Liability Insurance in an 
amount of not less than One Million Dollars ($1,000,000) per 
occurrence for bodily injury and property damage inclusive; 


viii) That Zenon Airport Environmental, at its own expense, 
purchase and maintain Environmental Liability Coverage with ~ 
respect to the provision of Glycol Mitigation Clean-up Service 
and for the purpose of storing residual De-icing/Anti-icing 
Fluids collected, and the operation of Zenon's Glycol 
Treatment plant on the airport property; 


C) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the aforesaid Licence for and on behalf of the 
Region, and affix the corporate seal thereto. CARRIED. 


Minutes of the August 16, 1994 meeting of the ees Canada 
Negotiations Sub-Committee 


With respect to Item 2(a) of the Minutes of the Transport Canada 
Negotiations Sub-Committee meeting, K. Gregg reviewed the highlights of the 
presentation made by Don MacLean, Regional Director of General of 
Transport Canada - Airports Group on the "National Airports Policy”. 


The Board received the verbal report and the Minutes. 


Recommendation from the August 16, 1994 Meeting of the Transport Canada 
Negotiations Sub-Committee 


(Wade/Mongeon) 

That the Chairman of the Hamilton Region Airport Management Board be 
authorized and directed to send a letter to Transport Canada outlining various 
concerns arising from the National Airports Policy. CARRIED. 


Correspondence dated August 31, 1994 from Mr. D. Driedzic, Manager, 
Public Consultation, Transport Canada (Airports), requesting a meeting with 
the Board to discuss the Southern Ontario Area Airports Study 


The Board agreed to the request from Mr. D. Driedzic, Manager, Public 
Consultation, Transport Canada (Airports), to meet with the Board at its 
October 13 meeting to discuss the Southern Ontario Area Airports Study. 
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Invitations will be extended to the members of the Economic Development 
and Planning Committee and staff of the Economic Development and 
Planning Departments to attend. 


National Airports Policy (AIR 94-045) 


(Wade/Mongeon) 
That Report (AIR 94-045) of the Board Chairman dated August 23, 1994 
respecting the National Airports Policy, be received and referred to a special 


meeting of the Board for further discussion. CARRIED. 
(Culver/Boris) 

That the following be added as sub-section (b): 

b) That members of the Economic Development and Planning Committee 


and staff from the Econmic Development and Legal Services 

Departments be invited to attend the special meeting. 
; | Amendment CARRIED. 
Motion as amended CARRIED. 


NEW BUSINESS #1 


1994 Hamilton International Air Show 


Councillor H. Merling directed that a report to be presented to the Finance 
Committee at its October meeting be included in the agenda of the Airport 
Management Board meeting scheduled for October 13. He also instructed the 
Director of Economic Development to bring back a report to assist in 
assessing the future of the Air Show. 


Representatives of the Hamilton International Air Show Foundation will be 
invited to the October Board meeting. 


On motion (Boris/Etherington) the Board adjourned at 9:40 a.m. CARRIED. 


Chairman 


Secretary 


CONSENT — 


AGENDA 
MATERIAL | 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 September 22 
REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 
FROM: Samuel L. Kincaid 
Airport General Manager 
SUBJECT: Temporary Sublease Renewal - Glanford Aviation Ltd. (AIR 94-048) 
RECOMMENDATION: 
a) That the request of Glanford Aviation Ltd. to renew their temporary land Sublease No. 


142352 in order to carry on with the operation of a helicopter charter, aircraft 
maintenance company, located east of the Air Terminal Building, be approved, subject 
to the following: 


i) 


ii) 


iii) 


iv) 


That the Region enter into a one-year Supplemental Agreement with Glanford 
Aviation Ltd., in a form satisfactory to the Commissioner of Legal Services and 
Transport Canada commencing on the Ist day of January 1995. 


That this Supplemental Agreement include a 240 day proposal period allowing 
Glanford Aviation Ltd. to bring forward submissions to the Airport General 
Manager for permanent re-location at the Airport. Failure to comply or in the 
absence of available sites, would result in no further renewals at the end of the 
one-year term. 


That the rental rate for 2,911 square metres of land for the purpose of a 
helicopter hanger and landing pad be established at the CAT III rate of $1.40 per 
square metre per annum, and that the rental rate for 98 square metres of land 
housing a small steel building, used to accommodate office staff be established 
at the groundside trailer rate of $80.00 per month, plus a 10% 
administration/maintenance fee, in addition to $120.00 per month for hydro 
charges, plus 7% G.S.T., resulting in an annual rental rate of $7,467.47, to be 
paid in monthly instalments of $622.29, plus realty taxes, commencing January 
1, 1995, and subject to any future Transport Canada rental rate increases; 


That the applicant be required to deposit with the Region the first and last 
months’ rent at the time of executing the Supplemental Agreement; 


fay. 


Vv) That the monthly land rental rate be credited to the Land Rental -Lease Account 
No. 1-46006-343199 and the monthly administration/maintenance fee be credited 
to the Administration/Maintenance Fee Account No. 1-45137-343199; 


vi) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


vii) | That a thirty-day termination clause be included in the one-year Supplemental 
Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk, be authorized and directed to execute 
reement on behalf of the Region. 


. Kincaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICA TIONS: 


We have been advised by our finance department that this tenant is in good current standing. 


BACKGROUND: 


The Airport Administration Office is in receipt of a letter from the President of Glanford 
Aviation Ltd., requesting an additional renewal term. Presently, a permanent location at the 
Airport is not possible because of the impending land developments, therefore an extension for 
an additional year should be granted. 


c.c. Mr. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 September 26 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Airport Filming Agreement - Removal of Commissioner of Finance as 
a Signatory (AIR 94-049) 


RECOMMENDATION: 

That the standard filming agreement outlined in Item 2 of Report 16-86 of the Special Airport 
Committee, approved by Regional Council on December 16, 1986, respecting Airport Filming 
Agreement, be amended by deleting the Commissioner of Finance as a signatory. 


S‘L. Kincaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


The recommendation to amend the Council resolutions regarding the execution of the Airport 
Filming Agreements is required to delete the Commissioner of Finance as a signatory to these 
documents. 


BACKGROUND: 


On December 16, 1986 Regional Council approved a standard agreement permitting the use of 
various airport facilities for the purpose of filming at a cost of $100.00 per hour, or portion 
thereof, to a maximum of $1,000.00 per day. The Regional Chairman, Regional Clerk and 
Commissioner of Finance were authorized and directed to execute the Airport Filming 
Agreements. 


ph 


In the interest of streamlining the administrative process for document approval, it is sufficient 
that the Department of Finance review all documents prior to their circulation to the Chairman 
and Clerk and the signature of the Treasurer and Commissioner of Finance would not be 
required on the final document. 


cc: J. Fudge, Legal Services Department 
R. Prowse, Office of the Clerk 
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REGION OF HAMILTON-WENTWORTE 
- RECOMMENDATION - 


DATE: . 1994 September 9 


REPORT TO: Chairman and Members 
Economic Development and Planning Committee 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Appointment of Citizen Members to the Hamilton Region Airport 
Management Board (AIR 94-047) 

RECOMMENDATION: 

a) That the Nominating Committee for the Hamilton Region Airport Management Board be 
reconstituted on a yearly basis to interview and recommend citizen appointments to the 
Board through the Economic Development and Planning Committee. 

b) That the Nominating Committee be comprised of the Regional Chairman, Mayors of 
Hamilton, Ancaster and Glanbrook, and one other member of the Economic Development 


and Planning Committee. 


Cc) That this report be forwarded to the Airport Management Board for information. 


(C | Vj 


if 


S.J einer Airport General Manager 
FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 
N/A 

BACKGROUND: 


On December 1, 1994, the terms of two citizen members of the Hamilton Region Airport 
Management Board will expire. 


ity 


In accordance with the Airport Management Board By-law, citizen members are appointed oy 
resolution of Regional Council, therefore, it is proposed that these positions be filled through 
the normal Regional process. This involves placing an advertisement in the local newspaper 
_ Soliciting interested individuals, striking a committee to interview qualified candidates and finally 

recommending appointments to Council which under the By-law must be done through the 
Economic Development and Planning Committee. 


It is proposed that the Nominating Committee which was formed to appoint the two new citizen 
members last year be reconstituted to conduct the interviews and recommend appointees to the 
Economic Development and Planning Committee. The Committee is comprised of the Regional 
Chairman, Mayors of Hamilton, Ancaster and Glanbrook, and a member of the Economic 
Development and Planning Committee. It is also proposed that this procedure be done on a 
yearly basis since citizen terms have been staggered and will expire on a yearly basis. 


It is proposed that an advertisement (similar to the previous year’s) be placed in the Hamilton 
Spectator on October 5, 1994 with interested individuals having two weeks to submit 
applications. The Nominating Committee could meet during the last week in October to 
interview candidates and make a recommendation to the following meeting of the Economic 
Development and Planning Committee. 


NOTICE TO CITIZENS 


The Regional Municipality of Hamilton-Wentworth invites submissions from individua's 
interested in serving on the: 


HAMILTON REGION AIRPORT MANAGEMENT BOARD 


The Hamilton Region Airport Management Board has two vacancies available each 
with an expiration term of three years. 


Terms of Reference for the Board are as follows: 


- To manage Hamilton Airport in an efficient and effective manner and in a 
business-like fashion. 

: To solicit, coordinate and facilitate development proposals for property within 
and surrounding the Airport. | 

- To develop a long and short term strategy to guide the development of the 
Airport. 

- To negotiate with Transport Canada the transfer of the Airport to the Regional 

Municipality of Hamilton-Wentworth through either the full transfer of assets 

to the Region, or by agreement which gives effective control to the 

Municipality. 

- To establish an appropriate administrative structure to carry out the above 
Terms of Reference. 


It is the Region’s intention to appoint citizens to the Board with a wide cross-section 
of expertise in areas such as Finance, Legal, Engineering, Air transportation, Business, 
etc. 


Citizen appointees must also reside, own property or have a place of employment 
within the Regional Municipality of Hamilton-Wentworth. 


Citizen Application Forms may be obtained from the Office of the Clerk, Regional 
Municipality of Hamilton-Wentworth, 119 King Street West, 15th Floor, P.O. Box 
910, Hamilton, Ontario, L8N 3V9, between the hours of 8:30 a.m. and 4:30 p.m. 
Completed applications will be accepted in the Office of the Clerk until October 19, 
1994. 


Robert C. Prowse 
Regional Clerk 
October 5, 1994 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 September 29 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Canada, U.S. Target Air Talks 


The attached press report reflects significant progress in on-going attempts to re-start bi-lateral 
air agreement negotiations with the United States. It is understood that the two ministerial 
representatives intend to complete their task in a matter of weeks and that they will be consulting 
major stakeholders. Activities are and will be monitored by the Airport General Manager as the 
local representative to the Association of Canadian Airport Communities (ACAC). 
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to about 18.5 per cent, he said, from 


about 25 per cent a year ago. ; 


-ountries taking steps to open bilateral treaty negotiations 


BY OLIVER BERTIN 
Transportation Reporter 
TORONTO — The U.S. and Cana- 
dian governments have taken. tenta- 
tive steps to reopen negotiations for a 

new bilateral air agreement. 

Ministers for both governments 
said they will test the negotiating wa- 
ters, but will not — at this stage — 
actually work on the agreement it- 
self. 

In a joint announcement yesterday 
with his U.S. counterpart, federal 
Transport Minister Douglas Young 
said the governments had appointed 
“personal representatives who will 
explore the possibility of retuming to 
the table.” 

But he warned: “We are very cau- 
tious individuals. We are not about 
tO gO into the 13th round of negotia- 
tions unless some progress can be 
made.” 

Federico Pena, U.S. Secretary of 
Transportation, was equally cau- 
tious. “We know it will be a chal- 
lenging time, but there is some possi- 
bility of success.” 


Mr. Young and Mr. Pena made the 
announcement in Toronto yesterday 
during a meeting of Airports Council 
International, an airports associa- 
tion. 

The bilateral air treaty is consid- 
ered of vital importance by airlines in 
the two countries. The current agree- 
ment was hammered out 20 years 
ago and airlines on both sides of the 
border are locked into flight arrange- 
ments that are 20 years out of date. 
There are, for instance, no flights be- 
tween the two national capitals. 

The two countries spent three 
years trying to renegotiate an agree- 
ment, but talks broke off in the dying 
days of the administration of former 
U.S. president George Bush, and did 
not resume under President Bill Clin- 
ton. 

Mr. Young’s envoy is Geoffrey E]- 
liot, vice-president of corporate af- 
fairs for Noranda Forest Inc. in To- 
ronto. He was formerly chief negoti- 
ator of the bilateral air agreements, 
Canadian consul-general in Atlanta 


and assistant undersecretary of trade 
relations. 

Mr. Pena’s representative will be 
Steven Kaplan, the general counsel 
for the U.S. Transportation Depart- 
ment and its No. 3 ranking officer. 
Mr. Kaplan was formerly a lawyer 
with the City of Denver and a friend 
of Mr. Pena’s when he was mayor of 
that city. 

These envoys were chosen only a 
week ago, at short notice. They have 
met once and, Mr. Young said, “the 
chemistry was good. 

They will report directly to their 
respective ministers at some point in 


the future. They have no deadline. 


An Air Canada spokeswoman 
said the Montreal-based airline was 
happy that the two ministers were 
trying to reopen talks. “It’s a wel- 
come initiative.” 

Air Canada believes a new agree- 
ment is necessary because U.S. air- 
lines carry 70 per cent of the traffic 
between the two countries, even 
though two-thirds of the passengers 
come from Canada. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: September 27, 1994 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT September 27, 1994 
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BACKGROUND: 


Monthly, this report is submitted to the Management Board for their information. The 
attached appendix is a listing of the larger accounts receivable which are at least 90 days 
overdue as of September 27, 1994. 


The total accounts receivable for the Airport is $205,087.90 of which $9,453.83 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


No new accounts have been added since the previous report of August 23, 1994. Two of the 
accounts in that report have been settled. In addition to the accounts on Appendix "A", 
there are 15 accounts under $100 outstanding over 90 days with a credit balance of 
$1,374.22. 


Some of the accounts on this report will have to be written off as companies are bankrupt 
and no funds are available to distribute to the creditors. Airport staff have requested 
approval from Transport Canada to write off these accounts. 
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September 13, 1994 


Hamilton Civic Airport 4} OPS MGR UR 
Mount Hope, Ontario i SECURITY / 
LOR 1w0 coos 


ee 


Attention: Mr. Sam Kincaid, Airport Manager 


Dear Mr. Kincaid: 


RE: HAMILTON OPERATIONS - WINTER 1994/95 


As a result of our inquiries into the projected winter night 
operations of the major users at Hamilton Airport, we have 
determined that the requirement to provide 24 hour control 
service still exists. 


We will be issuing a NOTAM to keep the Hamilton Control Tower 
Gperatiung.on amc4 NouUrsbasis* until March, 31, 1995. The 


appropriate courier operators will also be notified by letter. 


Veo bhaly jepabillyid- 


SSN e ue. 
f.4M. S. Vacirca 
Regional Director 
Air Navigation System Requirements 
Ontario Region 
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SOUTHERN ONTARIO AREA AIRPORTS STUDY 


Southern Ontario Area Airports Study 
Strategic Alternatives Discussion Paper 


Introduction 


The Southern Ontario Area Airports Study (SOAAS), a major study being 
undertaken by Transport Canada, will examine a full range of opuons for meeting 
long term aviation needs in South Central Ontario. The end result of this study will 
be a system-wide plan for managing expected demand weil into the next century. To 
do this, Transport Canada ts actively seelang the comments, suggestions, and 
opinions of ail ‘publics’ interested in airport issues. 


This discussion paper is mtended to provide information on the study, to provoke 
thought, and to elicit feedback. It will serve as the basis for discussion with a variety 
of publics pianned for 1994. 


This paper- 
Outlines the history and context of SOAAS 
Describes major issues which the study must address 
Presents broad strategic study alternatives 
Outlines a prelimmary set of options and underiying rationale, for review and 


02 828 a0 


Background 


The late 80's saw remarkable growth in passenger and aircraft traffic at Lester B. 
Pearson Internanonal Airport (LBPIA) as a result of a relaxed economic regulatory 
environment, a shift to smailer aircraft with more frequent schedules on some routes, 
the evolution of LBPIA into a mayor hub for all sectors of air ransportation, and a 
generally buoyant economy. This growth, coupied with the earlier decisions to 
restrict airside development at LBPIA, resulted in severe congestion and delays at the 
airport, both in the termumais and in using the rmmways. 


In response, and followmg extensive consultation, the federal government 
announced, in August 1989, a strategy to umprove the efficiency and capacity of 
aviation services and facilites in Southern Ontario. The strategy document, 
“Aviation in Southern Ontario - A Strategy for the Future” contained two key 
elements: 


2° ©“Lester B. Pearson International Airport will continue as the major airport for 
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"Southern Ontario, and be developed to its optimum capacity in terms of social, 
economic, environmental and transportation considerations.” 


@ “The other airports m Southern Ontario should be developed to respond to the 
immediate demands for aviation infrastructure and ultimately be developed to 
fulfil their roles within the area airports system and eventually supplement the 
role of LBPLA.” 


Various programs were undertaken to implement the first element of the strategy: the 
development of LBPIA to its optimum capacity. To manage immediate congestion 
problems, traffic management measures were introduced, including a traffic 
management system to allocate take-off and landing siots, mmmmum/peak hour 
landing fees and efforts to transfer some traffic (e.g. charter) to Hamilton Airport. 
For the medium term, the federal government undertook to develop additional airside 
capacity with three new runways, and associated taxiways and navigational aids to 
augment the existing three rmway system For the long term, a Master Plan, currently 
being developed by LBPLA staff, will idenufy plans to handle forecasted growth in 
various traffic sectors through selected passenger termmal and roadwork 
development. A key task for SOAAS wiil be to idennfy traffic which, in the long 
term, can no longer be accommodated at LBPIA and which will require aiternative 
facilities. 


SOAAS was initiated to respond to the second element of the government's strategy. 
It will assess the long term airport needs of Southern Ontario, examine the range of 
opuons for meeting these needs, and make recommendations for how best to manage 
the expected demand. Its primary task will be to determmme how best to accommodate 
the traffic that cannot be handled at LBPLA when it becomes capacity constrained, 
what facilines will be required, when and where. Partucuiar requirements and issues 
relating to other airports in the SOAAS area will be addressed within this long term 
planning context. The study will focus on determing development plans that are 
technically opumal, independent of funding and ownership issues. 


The first step in SOAAS is to develop a comprehensive set of reasonable study 
opuons. These options will be evaluated in later stages against screening ariteria. The 
evaluations will include assessments of technicai feasibility, environmentai, social, 
and economic impacts; impacts to the air navigation system and airspace 
considerations, requirements for airport facilines;, and impacts on airline operations, 
ground transportation, and passenger service leveis. 


The study area for SOAAS encompasses the area within 100 km of Downtown 
Toronto. Those airports which provide public year-round access and have a paved 
runway over 2000 feet in length have been inciuded in SOAAS, and are identified in 
Figure |. Brief descriptions of these larger airports and the Pickering lands can be 
found in Annex A. 
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Figure 1 


Southern Ontario Area Airports Study 
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(Potential airport location s marked with a triangle.) 
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The Primary Issue - Capacity at LBPIA 


Since the key purpose of SOAAS is to determine how best to accommodate traffic 
growth that LBPIA will not be able to accommodate, it is important to understand 
what is the capacity at LBP{A, and when it will likely be attained. 


The overall capacity of an airport is often measured in the number of passengers or 
the number of aircraft takeoffs and landings that can be handled m a year. These 
depend on many factors, such as the size and processing capabilities of the termmais, 
the number, lengths, and layouts of the rmways; aircraft manoeuvring and servicing 
areas (the aprons); weather, air navigational facilites; and the type and mx of 
aircraft and passengers. Capacity also depends on the amount of delay and A 
congestion that can be tolerated, since capacity in exccss of what is considered 
practical, workable, or comfortable, can usually be achieved if higher levels of delays 
and queuing are accepted. 

The most recent official Transport Canada forecasts, dating from 1992, indicate that 
LBPIA would reach passenger capacity around 2015 (Figure 2) and rumway capacity 
around 2005 (Figure 3). Given the long lead ume to pian for any potential new or 
expanded airport, these forecasts gave this issue a-certain measure of urgency. More 
recently however, preliminary revised forecasts indicate that passenger capacity may 
not reached until 2025 and rmmway capacity unui 2017. It is therefore probabiy 
premature to begm any detailed planning for a new major airport. However, forecasts 
could change agam as economic and other indicators change, and it is therefore 
important that SOAAS consider various alternative strategies to manage traffic once 
LBPIA does become capacity constramed. 


Passenger Capacity 


The three existing termmails and ther aprons at LBPIA can handle about 28 million 
passengers per year with acceptable leveis of service. If the entre area currently 
idennfied for termunais and aprons on the east side of the airport were fully 
developed, about 30-35 muilion passengers per year could be processed at reasonable 
leveis of service. And if the field area on the west side were developed, the airport 
couid handle perhaps another |5 million passengers. Thus, the ultimate passenger 
capacity of LBPIA is about 45-50 million. Prelimimary passenger projections (Figure 
2) undicate that LBPLA would most likely reach passenger capacity (45 million) 
around the year 2025, assumung infield development takes place. Capacity would be 
reached by about 2011, at 35 million passengers, if this development does not occur. 


Aircraft/Runway Capacity © 
The existing runway system, «with two east-west runways and one north-south has a 
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L.B. Pearson International Aiport 
Passenger Forecasts 
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L.B. Pearson International Airport 
Annual Aircraft Movements 
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practical capacity of about 350,000 movements per year. The ultimate runway 

system, with four east-west runways and two north-south, would be abie to 
accommodate, at most, approximately 550,000 aircraft movements per year, although 
service levels would suffer at levels above 475,000 movements per year. 

air traffic projections (Figure 3) indicate that the comfortable maximum traffic level 

of 475,000 movements per year may be reached at LBPIA by around 2008, and, if no © 
restrictions were placed on traffic, the higher level of 550,000 would most likely be 
reached by around 2017. 


System Capacity 


With no restrictions on aircraft accessing LBPIA, 50 million passengers per year 
could be achieved with about 550,000 aircraft movements per year. However, 
significant delay and congestion could be expected. These delays could be alleviated 
by restricting the access of some aircraft, such as smailer aircraft, or those with few, 
if any, passengers. For SOAAS purposes, it seems reasonable to assume that the full 

Tunway system of 4 east-west and two north-south runways could indeed support 
rrifis levels of 48-50 cailion pesmengeta’ ber har Gea ehcsaerae a 
practice, there would be access restrictions applied. to some traffic sectors. 


By the year 2020, depending on development at LBPIA, the mest recent forecasts 
indicate that there could be between 50,000 and 125,000 additional aircraft 
movements that would need to be accommodated elsewhere in the region. 


The nature of this aircraft traffic needs to be explored. For SOAAS purposes it is 
useful to divide aircraft movements into 4 sectors: 


l. Jet Carrer 
- composed of commercial heavy jet traffic, the major 
international and domesuc air carriers, and large cargo 
operators 
2. Regional Carrier 
- composed of regional air carriers-(often called ‘commuters’, 
using mainiy turbo prop arcrait, and providing short-haul (i.¢. 
shart trip length) service to regional communities. 
3. Light commercial and corporate 


- composed of light cargo, local charter, and smail corporate 
business jets 


4. Private/Recreational 
- composed of generaily smail, privately-owned single engine 
arcrait, ffymg ciubs, and flying schools. 


These groupings roughly segment aircraft traffic by aircraft size, purpose, and, most 
importantly, by the tyoe of amrcraft facilities they require. 
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The commercial and corporate sectors of aviation (1, 2 and 3) have markedly 
different needs from those of the private/recreational sector (4). The 
private/recreational sector requires relatively basic ground facilities and short 
runways, and can be accommodated at most, if not ail, of the smail airports and. 
airstrips in the study area. This sector can also more easily shift location than the 
others, which require sigmificant airport infrastructure to operate. 


Light commercial and corporate operations (Sector 3) and regional carriers (Sector 2) 
SOIR Be Se hc Nl a longer rumways 
and instrument landing systems. 


The regional carriers are identified separately however, partly because they carry 
passengers and thus require terminal facilites but in part also because ther 
passengers have particular needs for good flight connections and convenient access 
to central busmess locations, since high proportions are connecting passengers and/or 
travelling on business. 


The jet carrier sector requires fuil aviation support - long runways, passenger 
termmais, comprehensive air navigation aids and ground access systems, and a 
variety of supporting mirastructure such as mamtenance hangars, flight kitchens, 
cargo bays and warehouses, etc. 


Traffic at LBP{A is almost ail jet and regional carriers, with a small amount of light 
commercial and corporate traffic. As LBPIA reaches rumway capacity, and delays 
become troublesome, some sectors mught chose to relocate if suitable alternatives 
were available. As weil, various traffic management approaches could be adopted to 
control congestion. Corporate and light commercial tratfic would likely choose, or be 
forced, to relocate first, followed by regional traffic and Jet Cargo. However, these 
traffic segments have little impact on total passenger levels, and once termmal 
capacity 1s reached, some jet carrier traffic would have to move as well, possibly 
begmmming with charter operations. 


Other Issues 


Toronto City Centre (Toronto Isiand) and Buttonviile 


Both Toronto City Centre (Toronto Isiand) and Buttonville have the potential to 
handle sigmficantly more regional traffic than they do at present, and to play 
possibly key roles in dealing with at least some of the anticipated traffic that will not 
be accommodated at LBPLA. On the other hand, for various reasons, it is possible 
that exther or both could close, creating a vacuum im aviation facilites for casting 
regional, light commercial and corporate demand. [t is mmportant that SOAAS 
idenufy optimal roles for these airports, and heip encourages the development of these 
designated roles. As weil, long term plans developed withm SOAAS must be fleable 
enough to deal with the closure of exther or both airports. 
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Pickering Lands 


A related issue is the question of what to do with the Pickering lands. These lands 
could support a full international airport, if one were ever required. A major task for 
SOAAS is to determine whether any or ail of these lands should be retamed for 
eventual airport development. Such considerations would be guided by the 
experience of LBPIA with respect to residential complaints. 


Traffic Forecasts 


Another issue concerns the reliability of the traffic forecasts on which SOAAS 
planning will be based. There are questions not only of when LBPIA will reach 
capacity, but whether it will, and therefore whether SOAAS needs to address long 
term airport planning needs at ail. 


Long-range forecasts are prepared by Transport Canada, using state-of-the-art 
forecasting techniques that are applied with siail and care. These forecasts are buiit 
on moderate (by historic standards) .growth rates and conservative assumptons, and 
are generally accepted to be of the highest possible quality. One could argue that 
slower or faster rates of growth will merely delay or advance the date at which 
problems will occur and facilines will be required. However, the absolute numbers 
are staggering. The most recent forecasts suggest that there will be up to 45 muilion 
passengers at LBPIA by 2020, versus 20 mullion today. Some people might consider 
these forecasts unrealistic or unattamabie, particularly given the persistent recession 
of the past few years. 


In addition, regardless of the quality of these "baseline forecasts, there are many 
factors or events wich could have dramatic impacts on the forecasts. 


Events such as a prolonged recession would affect discretionary travel significantly, 
as would substantial increases in air fares that might result from airime restructuring, 
the bankruptcy of a major carrier, or another oil crisis, for example. On the other 
hand, there is probably a great deal of latent demand for travei in the old communist 
block, and a fast economic recovery could spur demand Reducton of bilateral 
comtrois on transborder or international travel (Open Sides’) might increase demand 
sigmfcantly, through greater fare competition and more routes. ‘Open Skies’ could 
aiso reduce comnecung traffic at LBPLA. As weil, air travei has become a normal 
event for many people. There may be substantial increases in the demand for ar 
travel as. baby boomers retire, and have the tme, discretionary income, and taste for 
travel On the other hand, the propensity to travel among Torontonians or Southern 
Ontarians may weil have peaked, and historic growth rates in travel may not 
continue. Technological change, perhaps with regard to engine power or new types 
of aircraft (e.g. vertical lift) could fimdamentaily aiter air travel. Advances m 
telecommunication or other travel modes mught sigmficantly reduce air demand. 
These 'shocks' add a levei of variability to the forecasts that cannot be overlooked. 


It is thus critical that the plan to be developed by SOAAS be flexible and able to 
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react to major shifts and variations in traffic. 
Role of Federal Government 


Another pomt to remember is that, with the advent of Economic Regulatory Reform 
in the aviation industry, as weil as the thrust to transfer airport operations to the 
private sector or to Canadian Airport Authorities, the Federal Government has 
effecuvely reduced its control over the development of the aviation industry in 
general, and airport facilites in particular. The recently announced National Airports 
Policy will continue this process. As weil, some key airports are not owned or 
controlled by the Federal Government, and decisions over thei future do not rest in 
the government's hands. The Federal Government retains the means to encourage 
preferred development through financial support or other means, but some decisions 
(such as airport closures) may be made in spite of the policy direction and plans 
developed in SOAAS. This fact also demands that the SOAAS plan remain very 
flexible mn order to respond to events that are effectively beyond its controL 


Other Needs 


And finaily, there are immediate issues that need to be addressed with respect to 
certain airports and regions. For example, if Buttonville Airport remams open, and 
traffic contmues to grow as expected, it will require new termunal facilities. Toronto 
City Centre (Toronto Isiand) Airport is hampered in its ability to become more 
efficient and productive through the Tn-Partte Agreement (See Annex A) and 
associated operational restrictions. Issues such as these will ideally be addressed 
withm the context of an overail plan. 


Alternatives. 


Three broad strategic alternatives are bemg considered in dealing with the expected 
demand. These are: 
1. No Airport Development (Do Nothing’) 


2. Traffic Sharing ("Mosaic’) 
3. Develop a Mayor New Airport 


1. No Airport Development 


This alternative would assume no further development of any airport facilities among 
the SOAAS airports (with the exception of LBPIA). The growth in demand could be 
managed in several ways: 


Pas Traffic suppression, either through traffic management techniques (pricing, 
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sick Goatal) on by the canal resiueen amie hee meend reenter 
inevitable airport congestion and delays, or in some other fasion (e.g. re- 
regulation). 


12 Technological advances (e.g. air traffic control procedures or aircraft 
design) might allow more capacity to be obtained from existing 
infrastructure. 


Gay: Other Modes or Means. High speed rail on the Torcato-Montreal-Ottawa 
corridors might divert sufficient traffic to comtrol the need for airport 
expansion, or teleconferencing advances might reduce travel demand 
sufficiently. It should be noted that recent information based on world 
experience suggests high speed rail development would not be viable due to 
the lack of population densities along the proposed corridors. 


Under this alternative, essentially, market forces would be allowed to resolve the 
issue, one way or another, without government involvement in airport infrastructure. 
Consequences might inciude changes im fleet or operations (use of larger aircraft to 
access LBPIA, or changed schedules to use off-peak siots). Other consequences 
could inciude.serious congestion and delays, difficulty in accessing Toronto for ar 
travellers, higher ticket costs and market diversion to U.S. airports such as Buffalo 
with a related shift m economic activity and growth. 


2. Traffic Sharing. 


In this alternatrve, SOAAS would investigate whether solutions could be found to 
handle the expected demand within the exisung airport system, through development 
of those airports capable of handling a significant component of the traffic. It is 
assumed that the traffic to be shared wouid be basicaily regional carrier and 
corporate traffic, therefore; proximity to downtown Toronto would be an important 
criteria for any airport considered as a reliever airport to LBP{A. In seeking a 
solution, then, one would look at options that mvoive Burtonville, Toronto City 
Centre (Toronto [siand), Oshawa, Hamilton, and possibly Burlington as these are 
close enough and have sufficient potential to handle more passengers and/or 
corporate aircraft. 


3. Major New Airport 


This alternative would look at options involving the development of a major airport 
capable of handling up to 20 mullion passengers some 20 years from now, and with 
further expansion capability beyond. Both Hamilton Airport and the Pickermg lands 
would be considered as. options. However, given the land requirements of a major 
airport, it does not seem reasonable at this stage to include the possibility of other 
sites or 'green fields’ in this alternative. It bears repeatmg however that this 
alternative would not likely be required for some 20—30 years. 
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Note that Hamilton is included here because, while it is already capable of handlmg 
large aircraft, significant expansion and expropnation would be required for it to 
become a major airport site 


Figure 4 shows these strategic alternatives and tentative options schematically. 


Figure 4 


Buttonville 
Toronto City Centre 
Traffic High Speed Hamilton . 
Management - Rail Oskawa Pickering Haralton 
Burtingtor 
Tecknotogical 
Advances 


While these alternatves have been presented as potentially dealing with long term 
demand, it is possible that some of the opuons within each alternative may have a 
role to piay im how the final plan evolves. Traffic management techniques could be - 
used to delay airport expansion; a traffic sharmg:solution may prove economucai and 
efficient in delaying the need to develop a large new airport. It is anticipated that the 
detailed review, which each option will undergo, will provide the information 
necessary to assess whether ‘buying ume’ in this way would be beneficial 


Summary | 


Guiding Principles 


The guiding principles behind SOAAS can be summarized as follows: 


- LBPYA cam be expected to reach passenger capacity by around 2025 and runway 
capacity by around 2017. However, capacity would be reached earlier if rmway 
and/or passenger terminal development is restricted at LBPLA. As.a result, long 
term plans need to be idenufied for managmg additional traffic growth. 
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- It must be determined whether any or all of the Pickering Lands should be 
retained for eventual airport development. 


: Recommended plans must be flexible and adaptable to a broad range of possible 
‘futures’. 


Key Sites 


The following airports have been tentatively identified as candidates having a 
potentially more significant role to play in managing commercial and corporate ar 
traffic demand to and from the Greater Toronto Area: 


Buttonville 

Toromto City Centre (Toronto Isiand) | 
Oshawa 

Hamilton 

Burlington 


As well, Hamilton and the Pickering Lands need to be studied as possible sites for a 
new or expanded commercial/corporate or major airport. 


Key events 


The followmg events would affect the tmmmg, need, and possibly direction of fimure 
development: 


- Ultimate development of LBPIA 

- Closure of Buttonviile 

- Closure of Toronto City Centre (Toronto [siand) 
- Closure of Private Airports 

- Significant changes in traffic growth 


Public Consuitation 


The SOAAS team is planning to conduct public consultations in mid 1994. Itis 
expected that this discussion paper will provide the framework for much of the mitial 
consultation. It is anticipated that the following topics will be discussed: 
2 Question of need; Problem Identification 
° Strategic Alternatives 
2 Selection af Options 
@ Evaluation of Options 
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The final study report and recommendations are expected to be completed in 
December 1994 and released eariy in 1995, following departmental and mmusterial 
review. 
If you would like additional information, please contact: 

Mr. John Kaldeway, Director 

Southern Ontario Area Airports Study 

4950 Yonge Street, Suite 511 


North York, Ontario 
M2N 6K1 
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ANNEX A 


SOAAS Airports 


Nineteen airports, and the Pickering site, have been included m the SOAAS Study. 
These are: 


WceNIAM fF WN 
. | e 4 . 
o 


17. Stoney Creek 

18. Toronto City Centre (Toronto Isiand) 
19. Waterico-Gueiph 

20. Welland/Port Colborne 


A brief description of each airport is provided below. For comparison purposes, it 
should be noted that Lester B. Pearson International Airport, located to the north- 
west of Toronto, in Mississauga, is situated on |,700 hectares of land, and has three 
runways; 11050, 10500, and 9500 feet in length. 


1. Barrie Executive Airpark 


The Barrie Executive Airpark, 120 kilometres by road north of Toronto, near Barrie, 
1s expected to close shortly, and the land redeveloped for non-aviation purposes. 
Aviation activity (private/recreational, light commercial and corporate) is expected to 
move to Oro-Barne-Onilia Airport. 


2. Brampton 


Brampton Airport is owned by the Brampton Flying Club, and is an active centre for 
flight traning and private/recreational flying. It is located close to Toromto, about 20 
lalometres north west of LBPIA, yet in a basicaily rural area. It has 93 hectares of 

land, and two runways, 3500 and 2500 feet in length. The airport has the potential to 
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expand, and is weil located to service light commercial and corporate aviation needs. 
However, little interest has been shown by the owners m changing the role of the 
airport. 


3. Brantford 


Brantford Airport is located 80 kilometres west of Toronto, on 178 hectares of land. 
It is owned by the City of Brantford, and operated by the Brantford Flying Club. It 
has one 5000-foot and two 2600-foot runways, and is used for some light commercial 
and corporate traffic, as well as private/recreational flymg. Current facilities seem 
adequate to meet forecasts of demand within the SOAAS planning horizon, assuming 
no change in the role of the airport. 


4. Burlington Airpark 


Burlington Airpark is located between Milton, Oakville, and Burlington, on 57 
hectares of land, and is 60 kilometres west of Toronto. Burlington Airpark is 
privately owned and operated. Discussions are under way to have the municipality 
take over at least a portion of the airport. The airport has two nmways, 2800 and 
2250 feet im length and is used mainly for flight trammg and private/recreational 
flymg. The airport is well located, and could possibly be developed to handle some 
light commercial and corporate traffic. It has same potential for facility expansion to 
handle increased traffic. 


5. Buttonville 


Buttonville Airport is located 30 kilometres north of downtown Toronto, m a rapidly 
growing suburd of Markham, in an area im demand for both residential and industrial 
development. The airport encompasses about 60 hectares of land and has two 
intersecting runways of 4000 and 2575 feet in length. It currently has commercial 
turboprop services to Ottawa and Montreal, and a large base of light commercial and 
corporate and private/recreational traffic. 


Buttonville Airport is owned, by the Sifton famly, leased to the town of Markham, 
and operated for the town by the Sifton farmly's Toronto Airways Ltd. The rent is 
paid through a grant from the province and the Region of York. The lease under 
which the airport operates could expire by the end of 1998 or it could be renewed for 
a further three years. Plans for future development of the airport system in Southern 
Ontario must recognize the possibility of Buttonville Airport ciosing in the near 
future. 

The airport had been operating at very high traffic volumes prior to the latest 
recession. The present IFR traffic demand at Buttonviile Airport is weil beiow its 
current potential IFR runway. capacity. The growth in commuter air services 

or other IFR demand is not expected to exceed the potential IFR rmway capacity 
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during the foreseeable future. The limiting factor in IFR capacity, however, 

is the Toronto Termmai radar satellite sector and its ability to handle the IFR demand 
simuitaneousiy at ail the Toronto area airports (Buttonville, Brampton, Downsview, 
Markham, Oshawa, and Toronto City Centre. Current forecasts for the satellite 
airports suggest the Terminal Radar satellite sector capability will be exceeded 
during the planning period. Unless additional resources are added to the satellite 
sector, the IFR demand at Buttonville and the other airports will be constramed. 
Since the recession, the VFR traffic at Buttonville has dropped well below the VFR 
capacity. As the airport role changes, any increase in IFR traffic will limit the fiumure 
VFR capacity durmg mixed operations. 


The existing termmail building is sized to handle approxmmately 100,000 passengers 
per year (there were 80,000 passengers in 1991, 65,000 in 1992). With no major 
change in the role of the airport, it is forecasted that there could be 230,000 
passengers by the year 2016. Thus if Buttonville remams open, a new terminal sized 
to handle approximately 230,000 passengers would be required. 


A recent federal assistance of $3.5 mullion was provided for improvements to the 
runways, tadways, lighting and site services and a grant of $1.0 mullion for the 
operation of the arrport.. 


6. Downsview 


Downsview Airport is located in North. York, just north of the 401.Origmaily an air 
force base, it is now owned by the deHavilland Aircraft Corporation, witch recently 
became part of the Bombardier Corp. By agreement between the federal government 
and Bombardier, the arfield is currently used almost exclusively by deHavilland, the 
mulitary, and Bombardier corporate jets. The airport, which is located directly under 
aircraft approaches to LBPLA, encompasses approximately 135 hectares, and has one 
runway 7000 feet in length. Urban development around the airport, and airspace 
conflicts with LBPIA, largely rule the airport out from any major role in the fume 
Southern Ontario System. 


7. Grimsby Airpark 


The Gramsby Airpark is privately owned and operated, and is located 20 kilometres 
west of Hamuiton ( 70 kilometres west of Toronto), on 31 hectares of land. It has one 
runway, 2870 feet m length, and is used for private/recreational flying. No major 
changes in the role of the airport are foreseen, and facilities appear adequate to meet 
anticipated demand within the SOAAS planning horizon. 


8. Guelph 


Guelph Airport is located. 9 kclometres north-east of Gueiph, and 85 kilometres west 
of Toronto. The airport is privately owned and operated, on 75 hectares of land, and 
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has two runways, 2500 and 2100 feet in length. It is used chiefly for traming and 
private/recreational flying. The airport could be developed to handle some light 
commercial and corporate traffic, if demand warranted. 


9. Hamilton 


Hamilton Airport is located m an area of predommantly agricultural and undeveloped 
woodlands, southwest of the city of Hamilton, about 75 kilometres west of Toronto. 
It has a land area of approxumatety 548 hectares. It is owned by Transport Canada, 
and operated under lease by the Regional Mumicipality of Hamulton-Wentworth The 
airport has the most operational capacity of any airport in Southern Ontano, aside 
from LBPIA, and is considerably underunlized. To date, the facility has not been 
able to sustam substantial passenger service, and currently serves mainly light 
commercial and private/recreauonal tratiic, with some regional service, jet charters, 
and jet cargo. It has three runways, 8000, 6000, and 5138 feet in length, and is 
capable of serving North American, Western European and sunspot markets. The 
Regional Municipality of Hamilton-Wentworth is very supportive of the expanded 
use of Hamilton Airport. This site represents a primary alternative to meetmg the 
long-term shortfall m aviation facilities im south central Ontario. Asmajor difficulty 
with. Hamuiton is its | distance fram. downtown, Toronto, and the current lack af 
adequate road: access: Planned highway dévelopment should make the site more 
attractive: 


10. Lindsay 


Lindsay Airport is located about 125 kilometres to the north-east of Toronto, close to 
City of Lindsay, wich owns the airport. It has a land area of 69 hectares, and two 
runways, 3500 and 2900 feet in length. The airport serves mamly private/recreanonal 
flying, with some light commercial and corporate acuvity. It could be expanded to 
handle more traffic from these sectors. However current facilities are considered 
adequate to meet forecasts of demand withm the SOAAS plannmg horizon, based on 
baseime forecasts that assume no change m the current use of the airport. 


11. Markhan 


Markham Aurport is about 35 kilometres east of Toronto, north of the City of 
Markham. It is situated on 65 hectares, with one mnmway, 2045 feet in length. It is 
privatety owned and operated, and is used for private/recreational flying. Facilities 
are considered adequate assuming no change m role. [f demand warranted,( for 
example, if Buttonville were to ciose) there 1s potential for expansion to 
accommodate light commercial and corporate traffic or ever regional trafic. The 
airport sits or the north-west corner of Transport Canada's Pickermg lands. 
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12. Oro-Barrie-Orillia Airport 


The Oro-Barrie-Onillia Airport is located on 235 hectares of land, between Barrie and 
Orillia, about 125 kilometres north of Toronto. It was opened in 1991, is owned by 
the three municipalities, and is operated by the Barrie Flight Centre. The airport is 
intended to serve the local region's need for flight traming, private/recreational, and 
light commercial/corporate flymg, and is expected to absorb the traffic from the 
Barrie Executive Airpark when it closes. It has a $000 foot nmway, which could 
ultimately be developed to 6000 feet. Facilities are adequate to meet expected 
demand, and no significant change in roie is anticipated. 


13. Oshawa 


Oshawa Airport is located a few kalometres north-west of the Oshawa city centre, 
about 60 kilometres east of Toronto. It is owned by Transport Canada and 

under lease by the City of Oshawa. It has two nmways, 3476 and 2670 feet in length, 
and serves mainly private/recreational and light commercial and corporate aviation 
needs. The airport formeriy had some passenger service with smail turbo prop 
aircraft, although this service has been discontmued. The airport recently recerved a 
$6.0 million grant from the province and federal government to be used to build a 
new termunai building at the north end of the airport and to extend the longer mmway 
to 4250 feet. These mmprovements to Oshawa Airport are expected to meet 
anticipated aviation demands to the end of the planning period, assuming no change 
in use. It may also be able to accept same additional traffic. Additional expansion is 
hampered by the proxmuty of residential areas. 


14. Peterborough 


Peterborough Airport is 130 ‘Glometres north-east of Toronto, and. 7 kclometres 
south-west of the City of Peterborough, which owns and operates the airport. There 
are two runways, 5000 and 3000 feet im length, on 220 hectares of land. The airport 
supports light commercial and corporate aviation, private/recreationai flymg and also 
has some scheduled turbo prop service. Facilities seem adequate to handle expected 
growth in trafic, and it is not anticipated that the airport's role as a light commercial, 


15. Pickering 


The Pickering Land Site is located north of the Town of Pickering, about 40 
lalometres east of Toronto. It was originaily expropriated. by the Federal Govermment 
in the earty 1970's, as the site for the next major airport for Toronto: Plans were 
dropped when the Province withdrew support for the project. There are about 7500 
hectares im the property, and the site has the potential to become a large international 
airport, possibly even a replacement airport for LBPLA. An initial development of the 
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site could be as a commercial/corporate airport when demand warrants. Recent plans 
to sell 2064 hectares of surplus lands have been postponed, pending the results of the 
SOAAS review. 


16. Niagara District 


Niagara District Airport is located east of the City of St Catharines, about 115 
kilometres south of Toronto by road. It is owned by Transport Canada and operated 
by the Niagara Airport Commussion. The city of St Catharines is currently 
negotiating with Transport Canada for the transfer of the airport to local control The 
total land area is 132 hectares, and there are three mmways, S000, 2500, and 2000 
feet in length. It serves private/recreational flyimg, as well as some light commercial 
and corporate aviation. Facilities are considered adequate to handle expected growth 
Lea 
anticipated. 


-) 17. Stoney Creek 


_ Stoney Creek Amrport, privately owned and operated, is located 10 lalometres west af 
Hamulton and 70 laiometres west of Toronto. It has 65 hectares of land and one 
runway 2850 feet in length, and caters to private/recreational tlymg. Current facilities 
are considered adequate to handle anticipated demand, and changes in the role of the 
airport are not expected. 


18. Toronto City Centre (Toronto Isiand) 


Taronto City Centre (Toronto Isiand) Airport (TCC) is located a short ferry ride 
from downtown Toronto, on about | 10 hectares of land that is owned by the City of 
Toronto, the Toronto Harbour Commussion, and Transport Canada. It has one 4000- 
foot, and two 3000-foot nmways, and serves a mix of regional, light commercial and 
corporate, and private/recreational flymg. In 1991, Toronto City Centre (Toronto 
Isiand) Airport handled 120,000 aircraft movements and 155,000 regional passengers 
(weil down from the peak passenger leveis of 400,000 recorded m 1987). 


It is operated by the Toronto Harbour Commussion, under a complex lease 
arrangement known as the Tripartite Agreement. The Triparute Agreement, which 

3) expires in 2033, places a number of limitations on the development and use of the 
airport. These restrictions relate to the types of aircraft able to use the airport (jets are 
prohibited except for medical emergencies), the inability to construct a fixed link, 
limitations on the location and disposition of the original termmmai building, and 
limitation on total aircraft noise. 


Tripartite restrictons on the mmamum noise allowed wiil likely restrict the annual 
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traffic to approximately 200,000 aircraft movements per year. Traffic forecasts, 
assuming no change in use, indicate that this figure would be exceeded by about 
2010. A change in the mux of aircraft at the airport could accelerate or delay this 
occurrence. As noted under Buttonville, the present capability of the Toronto 
Termmal Radar satellite sector is expected to be exceeded by the demand forecast 
within the planning period. This will limited the ability of the airport to handle 
additional commuter and other IFR demand without additional resources. In addition, : 
assuming no change im airport role, the terminal buildings are expected to reach their 
capacity (about 300,000 passengers per year) before the year 2000, and substanual 
air terminal development, designed for approximately 1.5 mullion passengers, would 
be required. 


Because of its location, in the heart of downtown Toronto, TCC is often seen as 
having a special and potentially valuable niche to play mn catering to regional air 
service and high-frequency commuter service to and from cities such as Ottawa and 
Montreal and U.S. desunations. However, for this role to develop, current operating 
restrictions under the Tripartite agreement, especially the prohibition against jets and 
the lack of a fixed link to the mainland, would probably need to be relaxed, and 
runways might have to be extended. These operating restrictions are adversely 
affecting the financial viability of the airport. [f prospects for the financial viability 
of the airport do not improve, the contmued operation of the airport will depend on a 
contmumg subsidy which may not continue indefimtely. As weil, the province has 
recently decided to withdraw its operating subsidy for the ferry, and alternanve 
sources have not been found. And planned land development at the Harbourfront 
may lumt future airport usage. Because of these factors, there is a possibility that the 
airport may close. 


19. Waterioo-Gueiph Regional 


Waterioo-Gueiph Regional Airport is located 100 kdlometres west of Toronto, 
between Gueiph and Kitchener-Waterioo. It is owned by the Region of Waterloo and 
the City of Gueiph, and operated by the Waterioo-Gueiph Regional Airport 
Commission. The airport has 324 hectares of land, and two runways, 5200 and 4100 
feet m length. The airport serves a mrx of private/recreational and light commercial 
and corporate aviation needs. In its current role, facilities seem adequate for future 
demand. However, the arrport has the potential:to develop as a regional airport, 
handling both regionai/commuter traffic and smailer charters. 


20. Weiland-Port Colborne 


Weiland-Port Colborne Airport is located 135 kdlometres west and south of Toronto, 
near Weiland and Port Colborne, and owned by the Weiland-Port Colborne Airport 
Commussion. [t has two runways, 3500 and 2570 feet in length, and serves mamiy 
private/recreational flymg. Facilities are considered adequate. to handle future 
demand, and significant changes in role are not anticipated. 
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HAMILTON REGION AIRPORT MANAGEMENT BOARD 
URBAN MUNICIPAL AGENDA 
DEC 14 (e4 _ DATE: Thursday, December 15, 1994 
: TIME: 8:30 o'clock a.m. 
GOVERNMENT DOCUMENTS 
LACE: Hamilton Airport Terminal Building 
1: GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 
b) Minutes of the October 12, 1994 meeting of the Hamilton Region Airport 
Management Board 
C) Minutes of the October 13, 1994 meeting of the Hamilton Region Airport 
Management Board 
2s CONSENT AGENDA 


2.1. Morningstar Air Express Inc. - Office Space Sublease (AIR 94-051) 


a) That the application of Morningstar Air Express Inc. to sublease 14.4 
square metres of office space located in the Terminal Building, be 
approved, subject to the following: 


i) That the applicant enter into a sublease for the term of one (1) 
year commencing November 1, 1994 until October 31, 1995; 


ii) That the rental rate for 14.4 square metres of office space be 
established at $120 per square metre per annum, plus a 10% 
Administration/Maintenance fee, plus 7% GST, resulting in an 
annual rental rate of $2,033.86 which is to be paid in monthly 
instalments of $169.49, plus realty taxes, commencing November 
1, 1994; 
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iii) | That the monthly rent for the office space be credited to Office 
and Shop Space Account No. 1-46007-343199, and that the 
monthly administration/maintenance fee be credited to 
Administration/Maintenance Account No. 1-45137-343199; 


iv) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


v) That the thirty-day (30) termination clause be included in the 
sublease for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Sublease on behalf of the Region, in a form 
satisfactory to the Commissioner of Legal Services. 


Sublease Renewal - 918997 Ontario Limited dba Civic Restaurant 
(AIR 94-054) 


a) That the application by 918997 Ontario Limited, doing business as the 
Civic Restaurant, to renew their sublease, be approved, subject to the 
following: 


i) That the applicant enter into a Supplemental Agreement for 
the term of five (5) years commencing January 1, 1995 and 
expiring December 31, 1999, after which date it shall be 
determined ended and complete; 


ii) That the rental rate consist of an annual rate of 10% of gross 
sales revenue for food and non-alcoholic beverages and 15% of 
gross sales revenue for alcoholic beverages, as well as a 10% 
Administration/Maintenance fee to be paid monthly, plus realty 
taxes, commencing January 1, 1995; 


iii) | That the monthly rent for the restaurant be credited to 
Restaurant/Snack Bar Account No. 1-45021-343199, and the 
monthly administration/maintenance fee credited to 
Administration/Maintenance Account No. 1-45137-343199; 


iv) | That the applicant be required to provide the Region with the 
necessary Comprehensive and Liability Insurance, naming the 
Region and Transport Canada as co-insureds; 
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v) That this renewal be subject to all the covenants, provisoes, 
conditions and reservations contained in Sublease No. 138315; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region, in a form satisfactory to the Commissioner of Legal Services. 


23 Sublease of Land - Federal Express Canada Ltd. (AIR 94-055) 


a) That the request of Federal Express Canada Ltd. to sublease 80 square 
metres of land to accommodate two main deck cargo loaders be 
approved, subject to the following: 


i) That the applicant enter into a one-year sublease agreement 
with the Region, to be renewed at the end of each term for an 
additional one year, but not to exceed three years; 


ii) That the rental rate for 80 square metres of land be established 
at $7.80 per square metre per annum, plus a 10% 
Administration/Maintenance fee, plus 7% GST, resulting in an 
annual rental rate of $734.45, plus realty taxes, to be paid in 
monthly instalments of $61.20 commencing December 1, 1994 
and subject to any future Transport Canada rental increases; 


iii) | That an additional $150 per month for hydro costs, plus 7% 
GST, resulting in a monthly rate of $160.50, be included for a 
six-month period commencing October 1 to March 31 annually; 


iv) | That the monthly rent and hydro costs be credited to the Land 
Rental Account No. 1-46006-343199, and that the monthly 
Administration/Maintenance fee be credited to Administration/ 
Maintenance Fee Account No. 1-45137-343199; 


v) That the applicant be required to deposit with the Region the 
first and last months rent at the time of executing the sublease; 


vi) | That the applicant be required to provide the Region with the 
necessary Comprehensive Liability insurance, naming Transport 
Canada and the Region as co-insureds; 


vii) That a ninety-day (90) termination clause be included in the 
sublease for both parties; 
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b) 


That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the sublease on behalf of the Region, in a form 
satisfactory to the Commissioner of Legal Services. 


For the Information of the Board: 


That the following items be received: 


a) 
b) 


c) 


d) 


g) 


Airport Accounts Receivable Over 90 Days as at November 28, 1994 


City of Mississauga Position on the Construction of a New North/ 
South Runway at Toronto Pearson Airport (AIR 94-052) 


Minutes of the November 10, 1994 meeting of the Transport Canada 
Negotiations Sub-Committee 


Correspondence from Air Laurentian respecting Suspension of Service 
between Hamilton and Montreal 


Correspondence from Transport Canada respecting Subdivision and 
Condominium Application - Mount Hope Terrace Addition - Part of 
Lot 5, Concession 5, Township of Glanbrook 


Release dated December 2, 1994 from the Greater Toronto Airports 
Authority - "Transport Canada and Airport Authority Initiate Transfer 
Process for Pearson Airport" 


Newsletter - Lester B. Pearson International Airport issued by 
Transport Canada 


3: DISCUSSION AGENDA 


Syl 


Recommendation from the Transport Canada Negotiations Sub-Committee 
Meeting - November 10, 1994 
(See Item 2.2(c)) 


Presentation to the Standing Committee on Transport of the House of 
Commons 


That the Airport General Manager be authorized and directed to prepare a 
draft presentation for the House of Commons Standing Committee on 
Transport on behalf of the Hamilton Region Airport Management Board. 
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3.2 Hamilton Airport Local Airport Authority (LAA) Feasibility Review Report 
To be distributed under separate cover. 


3.3 Discussion of Consent Items 


4. ADJOURNMENT 


Nt) 


The Hamilton Region Airport Management Board met at 2:00 p.m. on Wednesday, October 
12, 1994 in the 15th Floor Committee Room, Regional Offices. 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


Present: Chairman K. Gregg 
Regional Chairman R. J. Whynott, Councillors G. Etherington, 
R. Wade, D. Wilson; L. Culver, J. Monaco, J. Mongeon, 


J. Skelton, 

Absent with regrets: Councillors D. Agostino, H. Merling - City Business 
O. Boris 

Also present: Messrs. B. McSween, J. Fudge, N. Catalano 


Mmes. J. Furlani, C. Biggs 
1. GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 
2 DISCUSSION AGENDA 


The Chairman introduced Dr. Alexander Metcalf, President of Transportation 
Economics and Management Systems, Inc., who is the Consultant preparing the 
Strategic Plan for the Airport. 


2.1 National Airports Policy (AIR 94-045) 


(Wade/Culver) 

That the Transport Canada Negotiations Sub-Committee of the Hamilton 
Region Airport Management Board, be authorized to act on behalf of 
Regional Municpality of Hamilton-Wentworth, to negotiate the acquisition of 
the land and chattels of Hamilton Airport from Transport Canada, and bring 
back a proposal to purchase Hamilton Airport, for review and approval by 


Regional Council. CARRIED. 

On motion (Monaco/Mongeon) the Board adjourned at 3:30 p.m. CARRIED. 
Chairman 
Secretary 
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The Hamilton Region Airport Management Board met at 8:30 a.m. on Thursday, October 
13, 1994 in the Hamilton Airport Terminal Building. 


MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 


Present: Chairman K. Gregg 
Vice Chairman O. Boris 
Regional Chairman R. J. Whynott, Councillors G. Etherington, 
H. Merling, R. Wade; J. Monaco, J. Mongeon, J. Skelton, 


Absent with regrets: Councillors D. Agostino, D. Wilson - City Business 
L. Culver - Judicial Business 


Also present: Councillor F. MacIntyre 
Messrs. S. L. Kincaid, B. McSween, J. Fudge, N. Catalano 
Mmes. J. Furlani, M. Thompson, C. Biggs 


Prior to the commencement of the meeting, the Chairman took the opportunity to introduce 
and welcome Mr. Bob Linton, General Manager of Ontario Flightcraft Ltd., who are 
currently building a hangar/aircraft maintenance facility at the airport to accommodate two 
B727 aircraft. 


it GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act: None 


b) Minutes of the September 8, 1994 meeting of the Hamilton Region Airport 
Management Board 


2.1(a) Minutes of the August 16, 1994 meeting of the Transport Canada 
Negotiations Sub-Committee 


The Chairman requested that the Airport Management Board Minutes 
indicate that Dr. Alexander Metcalf, President of Transportation 
Economics and Management Systems, Inc., made a presentation to the 
Sub-Committee on their current work in progress and work schedule 
for the development of the Hamilton Airport Strategic Plan. (Item 
2(b) of the Sub-Committee Minutes) 


(Wade/Mongeon) 
Be received and adopted as amended. CARRIED. 


Hamilton Region Airport 
Management Board 


Minutes October 13, 1994 


My CONSENT AGENDA 


(Mongeon/Etherington) 
2.1 Temporary Sublease Renewal - Glanford Aviation Ltd. (AIR 94-048) 


a) 


That the request of Glanford Aviation Ltd. to renew their temporary 
land Sublease No. 142352 in order to carry on with the operation of a 
helicopter charter, aircraft maintenance company, located east of the 
Air Terminal Building, be approved, subject to the following: 


i) 


ii) 


iii) 


v) 


That the Region enter into a one-year Supplemental Agreement 
with Glanford Aviation Ltd., in a form satisfactory to the 
Commissioner of Legal Services and Transport Canada, 
commencing on January 1, 1995; 


That this Supplemental Agreement include a 240-day proposal 
period allowing Glanford Aviation Ltd. to bring forward 
submissions to the Airport General Manager for permanent re- 
location at the Airport. Failure to comply or in the absence of 
available sites would result in no further renewals at the end of 
the one-year term; 


That the rental rate for 2,911 square metres of land for the 
purpose of a helicopter hangar and landing pad be established 
at the CAT III rate of $1.40 per square metre per annum, and 
the rental rate for 98 square metres of land housing a small 
steel building, used to accommodate office staff, be established 
at the groundside trailer rate of $80 per month, plus a 10% 
administration/maintenance fee, in addition to $120 per month 
for hydro charges, plus 7% GST, resulting in an annual rental 
rate of $7,467.47, to be paid in monthly instalments of $622.29, 
plus realty taxes, commencing January 1, 1995, and subject to 
any future Transport Canada rental rate increases; 


That the applicant be required to deposit with the Region the 
first and last months’ rent at the time of Bch the 
Supplemental Agreement; 


That the monthly land rental rate be credited to the Land 
Rental - Lease Account No. 1-46006-343199, and the monthly 
administration/maintenance fee credited to the Administration/ 
Maintenance Fee Account No. 1-45137-343199; 


Hamilton Region Airport Minutes October 13, 1994 
Management Board 


22 


25 


vi) | That the applicant be required to provide the Region with the 

. necessary Comprehensive and Liability Insurance in the amount 
of $1,000,000, naming the Region and Transport Canada as co- 
insureds; 


vii) That a thirty-day termination clause be included in the one-year 
Supplemental Agreement for both parties; 


b) That the Regional Chairman and Regional Clerk be authorized and 
directed to execute the Supplemental Agreement on behalf of the 
Region, in a form satisfactory to the Commissioner of Legal Services. 


Airport Filming Agreement - Removal of Commissioner of Finance as a 
Signatory (AIR 94-049) 


That the standard filming agreement outlined in Item 2 of Special Airport 
Committee Report 16-86, approved by Regional Council on December 16, 
1986, respecting Airport Filming Agreement, be amended by deleting the 
Commissioner of Finance as a signatory. 

For the Information of the Board: 


That the following items be received: 


a) Appointment of Citizen Members to the Hamilton Region Airport 
Management Board (AIR 94-047) 


b) Canada, U.S. Target Air Talks (AIR 94-050) 
c) Airport Accounts Receivable Over 90 Days as at September 27, 1994 
d) Correspondence dated September 13, 1994 from Transport Canada 


(Aviation) respecting Hamilton Operations during the winter of 1994- 
1995 CARRIED. 


By DELEGATIONS 


ori 


Mr. D. Driedzic, Manager, Public Consultation, Transport Canada (Airports) 
respecting the Southern Ontario Area Airports Study 


Mr. John Kaldeway, Director, Southern Ontario Area Airports Study 
(SOAAS), Transport Canada, outlined the issues that are being taken into 
consideration in arriving at the final recommendations with respect to the 
Southern Ontario Area Airports Study. 
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A copy of Mr. Kaldeway's presentation is attached to these Minutes. 


(Mongeon/Skelton) 

That the draft report of the Southern Ontario Area Airports Study (SOAAS) 
be distributed to interested parties and stakeholders for comment prior to 
submission to the Minister of Transport. CARRIED. 


4. DISCUSSION AGENDA 
4.1. Discussion of Consent Items 
N/A 
NEW BUSINESS #1 


Correspondence from Mayor J. Barrie Conkin, City of North Battleford, 
Saskatchewan, respecting the National Airports Policy 


(Merling/Boris) 

That the Regional Chairman advise J. Barrie Conkin, Mayor of the City of 
North Battleford, Saskatchewan, that the Region of Hamilton-Wentworth 
lends its support to the concern and position of the City of North Battleford 
with respect to the National Airports Policy, and will support the actions of 
the Federation of Canadian Municipalities to act on behalf of the collective © 


interests in this matter. (Attachment) CARRIED. 

On motion (Wade/Skelton) the Board moved In Camera. CARRIED. 

On motion (Monaco/Mongeon) the Board reconvened in Open Session. CARRIED. 

On motion (Boris/Etherington) the Board adjourned at 10:30 a.m. CARRIED. 
Chairman 


Secretary 
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STUDY OBJECTIVE: 


TO DEVELOP A SYSTEM-WIDE PLAN FOR MEETING EXPECTED 
LONG-TERM AVIATION DEMAND (20 YEARS) IN SOUTH 
CENTRAL ONTARIO 


® HOW TO HANDLE TRAFFIC WHEN LBPIA BECOMES 
CAPACITY CONSTRAINED 


® OPTIMUM DEVELOPMENT OF OTHER AREA AIRPORTS 


SOAAS STUDY AREA: 


@ WITHIN 100 KM OF DOWNTOWN TORONTO 


@ INCLUDES 19 AIRPORTS OTHER THAN LBPIA, PLUS 
PICKERING LANDS 


(AIRPORTS WHICH PROVIDE YEAR-ROUND PUBLIC 
ACCESS AND HAVE A PAVED RUNWAY AT LEAST 2000 
FT. LONG) 
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MAP OF STUDY AREA, SHOWING INDIVIDUAL 
AIRPORTS 


LBPIA CAPACITY 


PASSENGERS 
® CURRENT - 28 MILLION PER YEAR 
® TERMINAL DEVELOPMENT - 35 MILLION 
@® INFIELD DEVELOPMENT - 50 MILLION 
AIRCRAFT 
® CURRENT - 350,000 MOVEMENTS 
PER YEAR 
® WITH SIX RUNWAYS 
SOME TRAFFIC MGMT. - 475,000 MOVEMENTS 
MAXIMUM - 550,000 MOVEMENTS 


LBPIA FORECASTS 


@ PASSENGERS) - WILL REACH 50 MILLION IN 2025+ 


@ AIRCRAFT - WILL REACH 475,000 MOVEMENTS IN 
2008 


- WILL REACH 550,000 MOVEMENTS IN 
2017 


NOTE: FORECASTS ARE CONSERVATIVE AND ARE UPDATED 
REGULARLY 


ONTARIO 
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ALTERNATIVES 


I. NO AIRPORT DEVELOPMENT ( OTHER THAN LBPIA) 
Il. TRAFFIC SHARING ( WITH OTHER AREA AIRPORTS ) 


il. DEVELOP A NEW AIRPORT 


No AIRPORT DEVELOPMENT 


Ld TRAFFIC MANAGEMENT 


e TECHNOLOGICAL ADVANCES 


Ad OTHER MODES OR MEANS E.G HIGH SPEED RAIL, 
TELECONFERENCING 


TRAFFIC SHARING 


ad DETERMINE WHERE THE DISPLACED TRAFFIC WOULD GO 


@ MAINLY THOSE AIRPORTS CLOSEST TO DOWNTOWN 
TORONTO 
-BUTTONVILLE 
-TORONTO CITY CENTRE (TORONTO ISLAND) 
-OSHAWA 
-HAMILTON 


-BURLINGTON (SUBJECT TO CONFIRMATION) 


-PICKERING LANDS (IF DEVELOPED) 


NEW AIRPORT 


EARLY FORECASTS HAD INDICATED LBPIA WOULD EXCEED 
CAPACITY WELL WITHIN PLANNING PERIOD 


@ LATEST FORECASTS INDICATE MAJOR NEW AIRPORT NOT 
REQUIRED FOR 20-30 YEARS 


® TWO PRACTICAL ALTERNATIVES AT THAT TIME 
- PICKERING OR HAMILTON 


@ MAY NEED A NEW CORPORATE/GENERAL AVIATION 
AIRPORT IN METRO EAST SOONER 
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OTHER ISSUES 


I. BUTTONVILLE - UNCERTAINTY OF CONTINUED 
FUNDING BEYOND 1998 COULD 
THREATEN CONTINUED 
OPERATION 


II. TORONTO CITY CENTRE - CONSTRAINTS (JET BAN, 
ACCESS, FUNDING) COULD 
THREATEN CONTINUED 
OPERATION 
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TRAFFIC DISTRIBUTION 


THE STUDY WILL SHOW WHERE TRAFFIC IS LIKELY TO GO 


®@® SHOULD BUTTONVILLE OR TORONTO CITY CENTRE CLOSE 


® ONCE LBPIA RUNWAYS BECOME CAPACITY CONSTRAINED 


PICKERING LANDS 


, (MAP SHOWING LOCATION, SIZE, ETC) 


PICKERING LANDS 


@ ISSUE: - RETAIN OR SELL, ALL OR PART 


- MANAGEMENT STRATEGIES (IF KEPT) 


PROJECT SCHEDULE 


@ COMPLETE CONSULTATION NOVEMBER, 1994 


» © RECOMMENDATIONS TO MINISTER DECEMBER, 1994 
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September 27, 1994 


a\ eee CAM Hac 
Mayor and Council Members 


City of Hamilton Ler, Coasmnre oJ 
ijeMainestreecc Ww. 

HAMILTON, Ontario 

L8N 374 


Dear Mayor and Council Members: 


Re: National Airports Policy 


| am sure that you and your Council have been as 
frustrated and concerned as our City has been with the 
recently announced National Airports Policy. © 


| am pleased to enclose copies of letters we have sent 
to appropriate elected officials in our Federal and 
Provincial governments in the hopes that you will 
consider communicating in a similar fashion. (lt may 
be that you have already done so and our action is thus 
supportive of your initiative. ) 


We also urge your support for action of the Federation 
of Canadian Municipalities CFCM)  “to™ “acta = ainmeour 
collective interests in this matter. 


Sincerely, 


Jc Barrie Conkin 
MAYOR 


Enc/zZ 


OFFICE OF THE MAYOR 


September 27, 1994 


Honourable Roy Romanow, Premier 
Government of Saskatchewan 
Room 226, Legislative Building 
REGINA, SASK 

S42S0Bs 


Dear Mr. Premier: 


Re: National Airports Policy 


The City of North Battleford is most alarmed with the recent 
release of a National Airports Policy by the Federal Department 


of Transport under the Honourable Douglas Young. At least five 
Saskatchewan airports in major cities are under significant 
financial pressure and in cases like the Crry of North 


Battleford, possibly totally jeopardized. 


North Battieford is the home of one of Canada's earliest airport 
facilities and which for the past thirteen years has_ been 
operated efficiently and effectively with operational and capital 
support funding from the Federal government. With the 
announcement of the Minister of Transport, all capital support 
was instantly eliminated andas things’7 stand, operational 
support will cease within two years. hts saci lOnesLsce Olacanec 
downloading to municipal taxpayers for an airport that, for the 
moment, is least able to develop commercial viability. 


Unless this Federal Government Dou cy is rescinded or 
significantly changed, we must appeal to the Provincial 


Government for financial support. 


We are working hard with other Canadian municipalities to 
encourage Transport Canada to withdraw the current Policy 
Statement and we respectfully request that the Provincial 
Government join and support this initiative. 


a 


Sincer 


J. Barrie Conkin 
MAYOR 
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September 27, 1994 


Honourabie Douglas Young 
Minister of Transport 
Transport Canada 

OTTAWA, Ontario 

K1A ONS 


Dear Mr. Minister: 


Re: National Airports Policy 


The City of North Battleford wishes to express, in the 
strongest possible terms, its concern with the 
recently reieased National Airports Policy. 


This policy was reieased having a direct effect on our 
City and many others with absolutely no advance 
consultation. The impact on us and others results in 
blatant “downloading” of federal responsibilities on 
the backs of property taxpayers. 


Moreover, those of us categorized as small airports 
are told, in advance of any consultation = or 
negotiation, there will be no further capital support 


funding and that airports in the most Gif facut 
financial straits will have our operational subsidies 
eliminated first. This makes the prospect of 
“commercializing’™ such airports next to impossible. 


In the case of small airports, the elimination of 
capital funding support significantly increases the 
“likelihood of deteriorating federal infrastructure at 
precisely the same time as the federal government has 

begun an exciting program to renew and enhance 

infrastructure in municipalities and flies in the face 
of that intent. 


Moreover, the elimination of operation subsidies, with 
no action to assist cost management, wastes the value 
of past investment. 
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Page 2 


We urge your department to withdraw the current policy 

statement and begin a process of partnership with 

municipalities and community airport authorities which 

sees federal costs reduce by enhanced commercial — 

activity rather than by increased municipal taxation. 
Lo 

Sin 


J. Barrie Conkin 
MAYOR 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


DATE: 1994 October 18 


REPORT TO: Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: Morningstar Air Express Inc. Office Space Sublease (AIR 94-051) 


RECOMMENDATION: 


a) That the application of Morningstar Air Express Inc. to sublease 14.4 square metres of 
office space located in the terminal building, be approved subject to the following. 


i) That the applicant enter into a sublease for the term of one (1) year commencing 
on the 1st day of November 1994 until the 31st day of October 1995. 


li) That the rental rate for 14.4 square metres of office space be established at 
$120.00 per square metre per annum, plus a 10% Administrative/Maintenance 
fee, plus 7% G.S.T., resulting in an annual rental rate of $2,033.86 which is to 
be paid in monthly instalments of $169.49, plus realty taxes, commencing 
November 1, 1994; 


iil) That the monthly rent for the office space be credited to Office & Shop Space, 
Account No. 1-46007-343199, and that the monthly Administration/Maintenance 
fee be credited to Account No. 1-45137-343199; 


iv) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance in the amount of $1,000,000.00, naming 
the Region and Transport Canada as co-insureds; 


v) That a thirty (30) day termination clause be included in the sublease for both 
parties; 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the Sublease on behalf of the Region in a form satisfactory to the Commissioner of Legal 
Services. 
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ncaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our Finance Department that Morningstar Air Express Inc. are in a 
current standing with the Region. 


BACKGROUND: 


The Airport Administration office is in receipt of a letter from Mr. William J. Kwas, Director 
of Maintenance, requesting office space to carry out pertinent operational duties associated with 
their courier operation at Hamilton Airport as well as being used for storage. 


c.c. Joseph Fudge, Assistant Corporate Counsel 
c.c. Brian McMullen, Supervisor, General Revenues 
c.c. Bob Zolaturiuk, Insurance Co-ordinator 


10/18/94 11:44 €3 14052915562 MURNINGQSIAR ALK 
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October 18, 1994 


Ms. Mirella Thompson 

Hamilton Airport 

Airport Management Office 
Suite 206 Air Terminal Building 
9300 Airport Road 

Mount Hope, Ontario 

LOR 1W0 


Dear Ms. Thompson: 
RE: STORAGE FACILITY AT HAMILTON AIRPORT 


Please accept this letter of request for a storage room at the 
Hamilton Terminal. This room will be utilized by Morningstar 
Air Express Inc. Flight Operations to carry out flight 
planning, obtain weather and other pertinent operational 
duties. As well, this room will be utilized by Morningstar 
Maintenance for parts storage and other items necessary to 
maintain the Boeing 727 aircraft that pass through Hamilton. 


We feel this is necessary to improve our efficiency and 
presence at the Hamilton Airport. This room will be required 
for approximately one year if not longer. 


Should you require addition information, please do not 
hesitate to call me. 


Yours sincerely, 
MORNINGS AIR EXPRESS—INC. 
LY aa ie 
| : as 


Witt: 
Director of Maintenance 


WIK/dc 


575 Palmer Road, Calgary, Alberta T2E 7G4 Telephone; (403) 294-3382 Fax: (403) 291-7085 
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REGION OF HAMILTON-WENTWORTH 
- RECOMMENDATION - 


1994 December 2 


REPORT TO: Chairman and Members 


Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 
SUBJECT: Sublease Renewal - 918997 Ontario Limited dba Civic Restaurant 
(AIR 94-054) 
RECOMMENDATION: 
a) That the application by 918997 Ontario Limited doing business as the Civic Restaurant 


to renew their sublease, be approved subject to the following: 


1) That the applicant enter into a Supplemental Agreement for the term of five (5) 
years commencing on the Ist day of January 1995 and expiring on the 31st day 
of December 1999, after which date it shall be determined ended and complete; 


li) That the rental rate consist of an annual rate of 10% of gross sales revenue for 
food and non-alcoholic beverages and 15% of gross sales revenue for alcoholic 
beverages, as well as a 10% Administration/Maintenance fee to be paid monthly, 
plus realty taxes, commencing January 1, 1995; 


iii) | That the monthly rent for the restaurant be credited to Restaurant/Snack Bar 
Account No. 1-45021-343199 and the monthly Administration/Maintenance fee 
be credited to Account No. 1-45137-343199; 


iv) That the applicant be required to provide the Region with the necessary 
Comprehensive and Liability Insurance, naming the Region and Transport Canada 
as co-insureds; 


Vv) That this renewal be subject to all the covenants, provisoes, conditions and 
reservations contained in Sublease No. 138315; 


ik 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the Supplemental Agreement on behalf of the Region in a form satisfactory to the 
Commissioner of Legal Services. 


incaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our Finance Department that this tenant is in a satisfactory standing 
with the Region. 


BACKGROUND: 


The Airport Management Office is in receipt of a letter from Mrs. Mary Kozar requesting that 
her current sublease be renewed. 


c.c. Joseph Fudge, Assistant Corporate Counsel 

c.c. Bob Zolaturiuk, Insurance Co-ordinator 

c.c. Brian McMullen, Supervisor, General Revenues 

c.c. Ramzan Manek, Finance Officer II 

c.c. Colleen Brakewell, Finance Officer, General Revenues Section 


As 


REGION OF HAMILTON-WENTWORTH 


- RECOMMENDATION - 

DATE: 1994 December 1 
REPORT TO: — Chairman and Members 

Hamilton Region Airport Management Board 
FROM: Samuel L. Kincaid 

Airport General Manager 
SUBJECT: Sublease of Land - Federal Express Canada Ltd. (AIR 94-055) 
RECOMMENDATION: 
a) That the request of Federal Express Canada Ltd. to sublease 80 square metres of land 

to accommodate two main deck cargo loader be approved subject to the following: 

i) That the applicant enter into a one year sublease agreement with the Region, to 
be renewed at the end of each term for an additional one year, but not to exceed 
three years; 

ii) That the rental rate for 80 square metres of land be established at $7.80 per 
square metre per annum,plus a 10% Administration/Maintenance fee, plus 7% 
G.S.T., resulting in an annual rental rate of $734.45, plus realty taxes, to be paid 
in monthly instalments of $61.20 commencing December 1, 1994 and subject to 
any future Transport Canada rental increases; 

ili) That an additional $150.00 per month for hydro costs, plus 7% G.S.T, resulting 
in a monthly rate of $160.50, be included for a six month period commencing 
October Ist until March 31st annually; 

iv) That the monthly rent and hydro costs be credited to the Land Rental account 1- 
46006-343199, and that the monthly Administration/Maintenance fee be credited 
to Account No. 1-45137-343199; 

Vv) That the applicant be required to deposit with the Region the first and last months 
rent at the time of executing the sublease; 

Vl) That the applicant be required to provide the Region with the necessary 


Comprehensive Liability insurance, naming Transport Canada and the Region as 
co-insureds; 


22 


vii) | That a ninety (90) day termination clause be included in the sublease for both 
parties; 


b) That the Regional Chairman and Regional Clerk be authorized and directed to execute 
the sublease on behalf of the Region in a form satisfactory to the Commissioner of Legal 
Services. 


Ncaid, Airport General Manager 


FINANCIAL/STAFFING/LEGAL IMPLICATIONS: 


We have been advised by our Finance Department that Federal Express Canada Ltd. is in a 
current standing with the Region. 


BACKGROUND: 


Federal Express has requested to sublease a portion of land and hydro on the air carrier apron 
to accommodate their main deck cargo loaders. Hydro will be required in order to facilitate 
the main deck cargo loaders with block heaters during the winter months. 


The cost of installation of the concrete pad on this said area has been invoiced to Federal 
Express Canada Ltd. 


c.c. Joseph Fudge, Assistant Corporate Counsel 

c.c. Bob Zolaturiuk, Insurance Co-ordinator 

c.c. Brian McMullen, Supervisor, General Revenues 

c.c. Ramzan Manek, Finance Officer II 

c.c. Colleen Brakewell, Finance Officer, General Revenues Section 


JAG) 


REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: November 28, 1994 


REPORT TO: Chairman and Members 
Hamilton-Wentworth Region Airport Management Board 


FROM: Gerry W. Lawson 
Treasurer and Commissioner of Finance 


SUBJECT: AIRPORT ACCOUNTS RECEIVABLE OVER 90 DAYS 
AS AT November 28, 1994 


WSOTL 


BACKGROUND: 


Monthly, this report is submitted to the Management Board for their information. The 
attached appendix is a listing of the larger accounts receivable which are at least 90 days 
overdue as of November 28, 1994. 


The total accounts receivable for the Airport is $254,041.25 of which $13,890.87 has been 
outstanding for more than 90 days. The accounts over $100 are listed on Appendix "A" with 
comments as to the status of the account and action taken by the Region. 


Five new accounts have been added since the previous report of September 27, 1994. Five 
of the accounts in that report have been settled. In addition to the accounts on Appendix 
"A", there are 21 accounts under $100 outstanding over 90 days with a credit balance of 
$1,547.90. 
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REGION OF HAMILTON-WENTWORTH 
- INFORMATION - 


DATE: 1994 October 19 


REPORT TO: — Chairman and Members 
Hamilton Region Airport Management Board 


FROM: Samuel L. Kincaid 
Airport General Manager 


SUBJECT: City of Mississauga Position on the Construction of a New North/South 
Runway at Toronto Pearson Airport (AIR 94-052) 


ificaid, Airport General Manager 
BACKGROUND: 


The enclosed report was forwarded to the Airport General Manager in his position as the Region 
representative to the Pearson Airport Community Consultative Committee. 


» 


e) IN 
Ponte? 


OFFICE OF THE MAYOR 


September 30, AAMILTON AIRPORT 
File NOR eeaes eae 


The Honourable Douglas Young 
Minister of Transport 
Transport Canada Building 

~ Place De Ville, Tower C, 21st Floor 
Ottawa, ON K1A ON5 FIN/JADMIN 


| 
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‘Dear Mr. Minister: 


we 9 ey pestering 


Re: Proposed North-South Runway 


g File: CD.08 


It was with great distress that the City leamed of your comments emanating at a 
press conference on September 26, 1994, with respect to the proposed imminent 
construction of the new north-south runway at Pearson Airport. 


oe = 


As recently as June of this year, it was your Govemment’s position that nothing 
would happen with respect to this expansion until a local airport authority had been 


established. 


In response to this announcement the Council of The Corporation of the City of 
Mississauga at its meeting on September 28, 1994, passed the enclosed Resolution 268- 


94 which | believe is self-explanatory. 


/continued......... 


THE CORPORATION OF THE CITY OF MISSISSAUGA 
300 CITY CENTRE DRIVE, MISSISSAUGA ON L5B 3C1 
TELEPHONE (905) 896-5000 


FORM 465 (Rev. 93/11) 


The Honourable Doug Young -2- September 30, 1994 


Please advise us as soon as possible as to your Govemment’s intentions at the 
Airport. 


Al 


cc . Carolyn-Parrish, M.P. Mississauga West 

Albina Guamieri, M.P. Mississauga East 
Gurbax Malhi, M.P. Bramalea-Gore-Malton 
Paul Szabo, M:P. Mississauga South 
Steve Offer, MPP Mississauga North 
John. Sola, MPP Mississauga East 

_ Margaret Marland, MPP Mississauga South 
Steve Mahoney, MPP Mississauga West 
“Region. of Peel. 

- Mississauga Board of Trade 
Tri-Municipal Committee 
Mississauga Noise Management Authority 
Community Consultative Committee 


enc. Resolution 268-94 


MISSISSAUGA 


RESOLUTION NO: 268-94 
adopted by the Council 
of The Corporation of the City of Mississauga 
at its meeting on September 28, 1994 


Whereas on September 27, 1994, the Minister.of Transport, Doug Young, advised 
the media that the proposed new north-south runway at L.B. Pearson International 
Airport is approved and will be constructed as soon as possible; 


And whereas the Minister of Transport met with City of Mississauga Officials on 
June 13, 1994, and advised the City that under no circumstances would the 
Federal Government make such an announcement prior to a Local Airport 
Authority being in place; 


And whereas the City of Mississauga Resolution 7-92 sets out twelve conditions 
for Council support of any additional runways at L. B. Pearson International Airport; 


And whereas the Minister also indicated on June 13th, that he could not endorse 
the City of Mississauga conditions on the basis that such conditions should be the 
responsibility of the Local Airport Authority to consider; 


Therefore now be it resolved that the City of Mississauga request the Minister of 
Transport to confirm that the City of Mississauga’s conditions outlined in Resolution 
7-92 will be met prior to construciton of the new north-south runway. 


-ORM 132 


MISSISSAUGA RESOLUTION no. 22 GL. 


File No: 


January 22, 1992 


DATE: 


MOVED BY: 


SECONDED: EY: 


That the City of Mississauga will oppose the proposed Airside Development Project at Lester B. 
Pearson International Airport, including the addition of three new runways, unless the following 
conditions are included and implemented by Transport Canada: 


a). 


b) 


d) 


The entrenchment of 100% conversion of Chapter 2 to Chapter 3 aircraft, by 2003, as an 
operational requirement. 

The implementation of complete night restrictions for Chapter 2 aircraft, between 12:00 
a.m. and 7:00 a.m., by October 31, 1992, and between 11:00 p.m. and 07:00 a.m. as soon 
as possible and before the activation of any new runways. In addition, the existing Chapter 
3 night flight restriction program must be continued. 


The emplacement and activation of a fully operational noise management monitoring 


system by September 1, 1992, which provides and incorporates: 


i); flight identification 


ii) altitude information 

iii) location information 

(iv) . - the addition of at least seven (7) new permanent noise monitoring terminals unde 
the flight paths of the proposed three new runways (2 each for east/west cinwaye 
3 for north/south runway), in consultation with the City of Mississauga,...which are 
all superimposed or interfaced on a continuously operational noise monitoring.data 
base screen. 

The fully operational noise management monitoring system must be supported by an 

enforcement operational policy which: 

i) creates a procedure to ensure that all information is made available to the public; 

ii) ensures that the standard method of operation is to pro-actively follow up on the 
data base of information generated by the noise monitoring system, as opposed to 
passively reacting to noise complaints; 


CARRIED 


MAYOR 


RECORDED VoTE 


MISSISSAUGA RESOLUTION NO. THK pet 
January .22, 1992 


DATE: 


MOVED BY: 


SECONDED BYs 


~ iti) supports vigorously investigating all flight track infractions based on acceptable 
parameters (jointly agreed to by Transport Canada, the Canadian Airline Pilots 
Association, the major airlines, the air traffic controllers, the surrounding 
communities and other stakeholders); 
iv) fines offenders appropriately, up to the new $25,000 maximum (Mississauga 
saa expects royal assent of Bill C5) and makes information public on a quarterly basis. 
-@) __‘ The creation of a fully functional "Noise Management Authority” by December 31, 1992, 
created by and reporting through to the Minister of Transport, on at least an annual-basis, 
~~“with community and municipal staff representation from Mississauga. This Noise 
= Management Authority must be given the responsibility and authority to work with the 
______ Transport Canada Noise Management and Enforcement Branch to address and solve 
community noise concerns. It must also vet any new noise mitigation procedures proposed 
_ by any stakeholder which may impact on another (e.g. “controlled corridors"), so that the 
= : . . best possible’ solution can be researched and implemented to the satisfaction of all parties. 
__All air quality and water quality measures identified in EIS and at the Environmental 
Assessment hearings must be approved by Ontario's Ministry of the Environment and 
‘implemented. In addition, the Ministry of the Environment is requested to install a 
.-.-.. permanent air monitoring station, west of Highway #10, in a location most suitable to 
monitor the east/west runways. 
| )) Transport Canada must embark on an analysis of other GTA/Southern Ontario Airports, 
~ immediately after an LBPIA Airside Development Project decision has been made, with the 
objective and commitment to download traffic from Pearson. Specific requirements include: 


wa 


File No: 
tas RECORDED VOTE 


eee RESOLUTION no. LGd gage 3 


DATE: January 22, 1992 


MOVED BY; 


SECONDED BY: 


i) ensuring the continued operation of Buttonville Airport with its 200,000 movements 
per year, until new alternative reliever airport(s) have been built or expanded, to 
accept its traffic. 

ii) Immediately embarking on the initiative to plan for the construction of a major 
reliever airport on or near the Pickering Lands to adequately service the future 
growth requirements of the north eastern Greater Toronto Area. The lands must 

: be retained and planning should start now. 

iii) Renegotiating immediately the Tripartite Agreement at Toronto Island Airport, with 

~~ a view to increasing its operations above the present 50% capacity, so that original 

---~- --and destination (0&D) commuter traffic can be accommodated. 

en) Proceed immediately with making the necessary on-site infrastructure 
improvements at Hamilton Airport, as well as the necessary ground access 
~ infrastructure improvements, so that Hamilton can be considered as a legitimate, 
_._—-—~-viable alternative to act as a major reliever airport for charter, cargo and commuter qm 
services. 
h) That t the Environmental Assessment Panel be advised that the City of Mississauga j joins 

the Region of Peel in expressing its extreme disappointment that the full LBPIA Area . 

. Transportation Study has not been completed and made available for Pot review during 
the current EIS Review and public hearing process. 

The City of Mississauga requests the Panel to require Transport Canada to incorporate in 

the Airport Master Plan an adequate ground transportation system. Specifically, 

Mississauga requests information and answers to address the following ground 

_ transportation issues, prior to the start of project construction: 


File No: 
RECORDED VOTE 


RESOLUTION no LbL age oh 


DATE: 


MOVED BY: 


SECONDED BY: 


i) a direct rapid transit connection; 

ii) the gratuitous dedication of all required road widenings; 

iii) financial participation in all regional road and municipal road improvements to the 
degree of the percentage of the works which are identified as being directly 
attributable to the Pearson Airside Development Project. 

i) That the Federal Government agree to negotiate compensation with the City of 

Mississauga for any lost property tax revenues which may result from the LBPIA Airside 

Development Project (Assessment Review Panel Awards, etc.). 


ye The entrenchment of no arrivals/departures on the proposed new North/South Runway 
—- between 11:00 p.m. and 7:00 a.m., as an operational requirement. 
k) ___The entrenchment of no take offs towards the south on the proposed new North/South 
Runway, as an operational requirement. 
eit) The new North/South: Runway must only be used during unsafe crosswind conditions and 


—— emergencies (approximately-70 times/yr. x 6 hrs. = 420 hrs/yr.).--- “=~ 
2. That the Minister of Transport enter into an agreement with the City of Mississauga which clearly 
outlines the processes and procedures which must be followed, including public consultation with 
the Noise Management Authority and City Council, prior to any changes being made to the 
- conditions identified above... | 
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MINUTES OF THE HAMILTON REGION AIRPORT MANAGEMENT BOARD 
TRANSPORT CANADA NEGOTIATIONS SUB-COMMITTEE 


The Hamilton Region Airport Management Board Transport Canada Negotiations Sub-Committee 
met at 08:30 a.m. on Thursday, November 10, 1994 at the Hamilton Airport Boardroom (Room 
v2). 


Present: Mr. K. Gregg, Chairman 
Chairman R. Whynott 
Councillor R. Wade 
Mr. O. Boris 
Mr. J. Monaco 
Mme. J. Mongeon 


Also Present: Councillor G. Etherington, Messrs. J. Skelton, 
S. Kincaid, B. MacSween, J. Fudge and Mme J. Furlani 
Le GENERAL 
a) Declaration of Interest re: Municipal Conflict of Interest Act 
None declared. 


b) Minutes of the August 16, 1994 meeting of the Hamilton Region Airport 
Management Board Transport Canada Negotiations Sub-Committee. 


(Mongeon/Whynott) 
Be received and adopted as presented. CARRIED. 


Ds CONSENT AGENDA 


(Boris/Mongeon) 
2.1 Draft Strategic Plan Report on the Question of the Suitability of a Local 
Airport Authority (LAA) 


That the Hamilton Airport Local Airport Authority (LAA) Feasibility Review 
Draft Report be received. CARRIED. 


2.2 Presentation to the Standing Committee on Transport of the House of 
Commons 


That the Airport General Manager be authorized and directed to prepare a draft 
presentation for the House of Commons Standing Committee on Transport on 
behalf of the Hamilton Region Airport Management Board. CARRIED. 


Hamilton Region Airport Management Minutes November 10, 1994 
Board Transport Canada Negotiations 
Sub-committee — 
Sis DISCUSSION AGENDA 
NEW BUSINESS #1 
Invitations to the Hamilton Airport Strategic Plan Development Potential Workshop 
conducted by Dr. Alex Metcalf of Transportation Economics & Management Systems, 
Inc. as part of the development of the Hamilton Airport Strategic Plan to be 
held at the airport on November 15, 1994 from 10:00 a.m. to 4:00 p.m. were 
extended to the members of the Transport Canada Negotiations Sub-Committee. 


NEW BUSINESS #2 


Mr. Owen Boris, Vice-Chairman of the Hamilton Region Airport Management Board 
presented the Sub-Committee with a video on Hamilton Airport. 


On motion (Monaco/Mongeon) the Sub-Committee adjourned at 10:50 a.m. 


Chairman 


Secretary 


H(A) 
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Dear Mr. Kincaid, : 
f 
Re: Air ton and lgftreal. of service between 


Hamilton and Magftreal. 


Further to nyor® iter wormNovember 25th last: and our chat yesterday 
re the abdve, attached I have the proposed schedule as outlined 


LO sy our : ; 
The. “Not. A.ehas bee advised of Our vintentiom “to discontinue 
3 service between Hamil yp /Buttonuille and” Montxeéal effective with 


January 16th, 1994. ee ge 


See 


AS smentioned awe have Co sé 7-1Nn suchNa withdrawal yiwith a 
minimum of inconvenience to our @hients. ‘and~ ‘ower. booking patterns 
are such that December 23rd next appears to. be the best date to 
cease flying to Montreal. ong 

a. a 
For your information and forthe. information “of those concerned, 
this decision was not taken YighttwrrAfter all, we have operated 
the route since. thestart of our operations at Hamilton in the 
LUE RIE mowed VAS HS Nale firet vialottawa and, effective September 6th 1993, 
via Sane kerniuke. 


The major ereason tor the decision is’ the fact that all traffic ex 
Hamilton and Buttonville to Montreal moves eastbound early 
morning and westbound late afternoon/early evening. 


Hence, a reasonable load factor of 63.5 % or an average of a 
little over 8 passengers on the flights (300 & 303) covering that 
time period. However, that schedule called for the aircraft to be 
grounded at Dorval from 98:20 till 17:45 resulting in a daily 
Uta lazatnomeoters 25 enNOuUrSs. That simply 1S not enough. 


HAMILTON AIRPORT 
1159-9300 Airport Road, Mount Hope, Ontario LOR 1WO Tet: (905) 679-3399 Fax: (905) 679-0037 


wren 


In the absence of viable opportunities ex Montreal and beyond, we 
decided last April to have this aircraft operate another return 
rotation Dorval-Buttonville-Hamilton-Buttonville-Dorval C30) -& 
302, off 300 at 0845 and to 303) at 1720) This sprovedmclose. co 
disastrous. Luckily, we were able to suspend that service in July 
and August and insert the aircraft to meet the needs of Air 
Schefferville between Montreal, Seven Islands and Schefferville. 


Last September, we decided to give 301 and 302 another try. 
Unfortunately, the load factor did not improve; 30.2 % average or 
not quite 4 passengers per flight ! Overall, Envscoucvemhas, Lost 
us well over $125K since April todate and such losses are 
impossible to sustain. And, of course, Dorval Tsmnoteexactiyetne 
least expensive airport to operate to. Security charges, for 
instance, are $ 5.900 per passenger ! 


For the information of those uninitiated ing the sapere nemnduseny, 
who again might offer the prognosis that all this is due to a 
lack of advertising the service adequately jor, Vergo; secuem co. a 
lack of business acumen on our part, please note that the 
Majority of our marketing is done to the Retail Travel Agency 
Industry (75% of our business), ezrther through) ourspartiaetcacaon 
in airline CRS’s such as Galileo and Sabre at a cost of about 
S50K yearly or by direct mail- and fax marketing. In addition, we 
have spend another $ 5@k this year in advertising our services to 
the general public ! 


A small commuter airline such as ourselves, with a relatively 
small revenue base, just does not have the financial resources to 
use public media to any great extend, and especially not the 
resources required to advertise to "Niche" markets such as 
Montreal. 


However, as explained earlier, the aircraft vacating the Montreal 
route as being inserted into our Ottawa schedule which 
essentially doubles our offering of flights from- and to Hamilton 
from two to four daily f£lights, except Friday (3) mandeoundayvet.) 
and will in no way effect our operation at the Hamilton Airport. 


: . (Bd) van Oosterhout 
Manager Sales and Services 
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fréquence départ arrivée vol 

aaa 0820 0950 9V 213 16/1/95 
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1745 9V 203 16/1/95 
1900 9V 215 16/1/95 
1945 9V 205 16/1/95 
2050 9V 207. 16/1/95 
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OTTAWA, Ont. oe. 


SS SSS SS ma a cio a a OS CRN SSN opie i an a ae 
Frequency/ Depart/_ or anew Pignt /saertt. 
fréquence départ~ ~a ee vol 


1-2-3-4-! Bi 9V.212 16/1/95 
1-2-3-4" 0900: 9V°102 16/1/95 
1-2-3=4=. 1700: 9V 214 16/1/95 
1-2-3-4 1810 9V 104 16/1/95 


HAMILTON, Ont. 


Frequency/ Depart/ Arrival/ Flight/ Eft. 

fréquence départ arrivée vol 

t=2=5=4 0930 0950 SVEZ 13 1671/95 
5 LLG De3O, 9V 217 16/1/95 

L234 =) 1840 1900 OVE 2S 16/1/95 


Effective: Jan 16th, 1995 
En vigueur: le 16 janv 1995 


AIRCRAFT TYPES/Appareils 
BE-200 Beechcraft Super King Air 200 
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2-3-4 Lie Bs: 9V 204 


départ arrivée vol 


ww 
‘. 


fot a 
Effective: Jan~ “16thy 
En Pesci Ae 16 


BE-200 Be&chcraft Super King Air 200 
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Aircorts Aeroports 
4900 Yonge Street 
Suite 300 
Willowdale. Ontario Sut We Votre -erererce 
M2N 6A5 25T-94008 
Tah ue Notre refererce 
November 15, 1994 5168-1-120 (PKCPA) 
HAMILTON AIRPORT °- 
Mr. L. Lanza, P. Eng. Fite No. 


Manager, Land Development 

Planning and Development Department 

The Regional Municipality of Hamilton-Wentworth 
119 King St. West - 14" Floor 

P.O. Box 910 

Hamilton, Ontario 

L8N 3V9 


ee «nome 


Dear Mr. Lanza: 


RE: Subdivision and Condominium Application 
Mount Hope Terrace Addition : 
Part of Lot 5, Concession 5, —————————————————— 
Township of Glanbrook 


This refers to your correspondence dated October 7, 1994 on the above noted subject. 


At the present time, we cannot support this application and recommend to you that 
residential development activity be put on hold pending (i) the resolution of the role of 
Hamilton Airport in southern Ontario (it is hoped that the Southern Ontario Area Airports 
Study will be making recommendations to the Minister of Transport by the end of this 
year), and (ii) the production of new noise contours to govern residential development on 
lands affected by the unique operations at Hamilton Airport. 


In order to provide you with complete background regarding the above, we attach hereto 
a copy of our correspondence (regarding the Zoning By-Law Amendment Application) 
dated November 10, 1994 and addressed to Mr. W. Morgan Pirie, Township Planner, 
Township of Glanbrook. 


Yours truly, 


Airports Group 


CC. GREP Wie seF 4 irport General Manager, Hamilton Airport 
K. Gregg, Chairman, Hamilton Region Airport Management Board 


C d S.iVacirca, Regional Director, Air Navigation System Requirements 
and a Made from recovered materials Fait Sé Dag'ers recuperes 51-0208 (07 - 90) 
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Canada Canada 

Airports Aeroports 
4900 Yonge Street 
Suite 300 
Willowdale, Ontario vour tle Wie “elere%ce2 
M2N 6A5 HW-G-1007, E-1-121/E-2-21 
November 10, 1994 5168-1-120 (PKCPA) 


W. Morgan Pirie, M.C.1.P. 

Township Planner (Township of Glanbrook) 
May, Pirie, Dakin & Associates Limited 
3310 South Service Road 

Burlington, Ontario 

L7N 3M6 


Dear Mr. Pirie: 


RE: Zoning by-Law amendment Application 
Mount Hope Terrace Addition 
Part of Lot 5, Concession 5, 
Township of Glanbrook 


This refers to your correspondence dated October 13, 1994 on the above noted 
subject. 


At the present time, we must inform you that we cannot support this application. 
We note that the subject lands are contained within an area referred to as the 
"Mount Hope Urban Settlement Area" in Official Plan Amendment No. 16. This 
OPA was circulated to us for comment by the Regional Municipality of Hamilton- 
Wentworth earlier this year. For your information, in our response to the 
Regional Municipality (dated July 18, 1994), we indicated that, in addition to 
comments and concerns contained therein, all of the comments and concerns, 
which we expressed in our letter dated June 17, 1994 with regard to OPA # 14, 
were also relevant to OPA #16. We therefore requested that those comments and 
concerns also be included as part of the official record of the consultation process 
pertaining to OPA #16. 


To assist you in understanding and documenting our position with regard to 
residential development on lands affected by Hamilton Airport’s operations (such 
as the Mount Hope Terrace Addition) we are pleased to provide the following 
consolidation of our comments, concerns and recommendations which apply. 


Canada Mace from recovered materials Fait de paciers recupe’és 


51-0208 (C7 - 90! 


As the current owner of Hamilton Airport, and the agency responsible for the 
planning of a large portion of the aviation activity in the southern Ontario area. 
Transport Canada has concerns regarding Land Use Planning for the areas 
affected by the Hamilton Airport’s unique operations. 


It is recognized that the Planning and Development strategies for the Region as 
a whole must attempt to strike a balance among the needs of all the 
"communities" which make up the Regional Municipality. Since we are certain 
that the points of view of the owners of potential residential lands, and 
developers, have been well represented, we have deliberately approached Land 
Use Planning for the lands affected by Hamilton Airport’s operations, from the 
point of view of the Airport and aviation communities. From that perspective it 
is assumed that the preservation of the viability of Hamilton Airport must be the 
overriding planning principle for those particular lands. 


It is essential to note that the competitive advantage of Hamilton Airport is 
substantially based on the existing "free access", ie. unencumbered by Night 
Flight Restrictions. Should that situation change, as would likely be the case 
following residential rather than industrial/commercial development, the long term 
financial viability of the Airport could be compromised. From the Airport’s point 
of view, we are dismayed that lands near to the Airport will possibly be changed 
from Agricultural to Residential - rather than industrial/commercial. It is clear, 
from our perspective, that the best use of such property would be industrial 
and/or commercial, since such uses are fully compatible with airport operations, 
particularly the late night and early morning cargo flights which increasingly will 
constitute the bulk of Hamilton’s vigorous growth in the years to come. The 
danger to the Airport’s long term viability which is posed by nearby residential 
development (such as OPA’s #14 & #16) is that, if unchecked, unrestricted use 
of the airport will become a thing of the past. 


The ongoing successful exploitation of Hamilton Airport’s market niche has 
resulted in drastic changes in the nature of the traffic from the assumptions used 
to prepare NEF contours currently in use. We would recommend putting 
residential development activity on hold, pending the resolution of the role of 
Hamilton Airport in southern Ontario (it is hoped that the Southern Ontario Area 
Airports Study will be making recommendations to the Minister of Transport by 
the end of this year) and, the production of new noise contours. Often, the most 
difficult noise complaints can come from residential areas outside the strict 
boundary of the noise contours. The real culprit will be single event noise from 
individual aircraft on circuits or takeoff/approach. Unfortunately, the Province 
appears to have no standards for acoustic insulation for such single events. In 
considering any such residential development, we would recommend that you 
require developers, as a condition of approval of any subdivision agreement, to 
consider such single event noise, and prepare noise impact studies, if avoiding 
residents’ noise complaints and maintaining the airport’s 24 hour unrestricted 
status remain as objectives of the Regional Municipality. Following consultation 


with Air Navigation Planning, it is our considered opinion that current, normal 
nighttime use of Hamilton’s main runway (12L - 30R) will awaken some residents 
of housing in nearby areas (such as the proposed OPA #14 and #16 areas), and ~ 
generate noise complaints. 


In planning the development of these and other similar lands, we would 
recommend that the Regional Municipality and its component Townships do so 
from the same point of view which the Regional Municipality outlined to us in 
1989. At that time the Department’s Aviation Group prepared new noise 
contours for the consideration of the Region’s Planning and Development 
Department. These new contours, based on forecasts for 1994, were considerably 
larger than the 1981 contours on which consultants currently rely so heavily. 
Nonetheless, it was the opinion of both the then Head of Strategic Planning, and 
the Commissioner, Planning and Development (as expressed in the Regional 
Municipality’s memorandum No. PLA 8-098), that the new contours were 
inadequate. They were addressed as follows: | 


"...the assumptions on which the 1994 NEF contours are based are 
considered to be too conservative for the purposes of establishing long 
term land use and development policies capable of protecting the future 
use of the Airport as well as ensuring that the Airport’s operation is not 
limited by potential conflicts with surrounding land uses.” 


That being the case for the 1994 contours in 1989, the much smaller 1981 
contours are, today, most certainly too conservative if it remains a Planning 
priority to ensure that the Airport’s operation is not limited by conflicts with . 
surrounding land uses and preserve the ability of the Airport to serve as a long 
term regional economic generator. 


Yours truly, 


D. J. MacLean 
Regional Director General 
Airports Group 


foley. S. L. Kincaid, Airport General Manager, Hamilton Airport 
K. Gregg, Chairman, Hamilton Region Airport Management Board 
R. C. Prowse, Clerk, Regional Municipality of Hamilton-Wentworth 
G. Paparella, Division Head, Plans Administration Division, Planning and 
Development Department, Region of Hamilton-Wentworth 
M. S. Vacirca, Regional Director, Air Navigation System Requirements 
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Greater Toronto 


po Airports Authority 


December 2, 1994 


Transport Canada and Airport Authority Initiate 


Transfer Process for Pearson Airport 


Toronto: Federal Transport Minister Douglas Young and the Greater Toronto 
Airports Authority (GTAA) today signed a conditional Letter of Intent to formally initiate 
negotiations for the transfer of Lester B. Pearson International Airport. GTAA was 
recently recognized by Minister Young as the Canadian Airport Authority to be 


responsible for Pearson Airport. 


In welcoming this significant event, Authority Chairman Robert A. Bandeen noted that 
) this is the beginning of an "important new phase of development for Pearson Airport". 
He thanked the Transport Minister, the Province of Ontario and regional authorities for 


the confidence they have placed in the Authority. 


Mr. Bandeen said that GTAA’s role will involve "providing efficient, community-based 
management of Pearson Airport and the regional airport system serving the Greater 
Toronto Area. In fulfilling this role," he continued,"GTAA’s principal objectives will be: 
to meet public needs for safe, cost-effective and convenient air travel; to address 
community and environmental concerns; and to promote regional economic development". 
Having been restructured under the new Transport Canada National Airports Policy, and 
with its strong Board of Directors, GTAA is well positioned, he said, to meet these 


objectives. 


Lester B. Pearson International Airport 
P.O. Box 6031 

Toronto AMF, ON L5P 1B2 

Tel: 905-676-3344, Fax: 905-676-3339 


Page Two 


The Authority is committed to an orderly transition of airport management from Transport 
Canada. Today’s signing of the Letter of Intent begins the transfer process. Discussions 
leading to the transfer are expected to take approximately 12 to 18 months. During this 
interim period, GTAA will have an advisory role with Transport Canada respecting airport 


matters. 


Transport Canada employees now working at Pearson Airport and others in positions 
affected by the transfer of Pearson to GTAA will be offered employment with the 
Authority "in order that the knowledge, experience and skills of present employees are 
maintained for the benefit of the travelling public," Mr. Bandeen said. In addition to 
Transport Canada employees, he noted that GIAA is also looking forward to working 


with the airlines and other important stakeholders at Pearson Airport. 


Pearson an Economic Powerhouse 


Pearson Airport is one of the biggest generators of economic activity in Ontario. The 
Authority will work closely with the Federal Government, the Province of Ontario, the 
Regions, and the local community to promote and further develop Pearson’s economic 
potential while, at the same time, being sensitive to the concerns of adjoining residential 


communities. 


Mr. Bandeen indicated that, while Pearson’s central role as an international gateway is 
Clear, it is also essential that regional airports such as those of Toronto City Centre, 
Buttonville, and Oshawa be treated as part of a regional airport system with coordinated 


planning and management. 


Page Three 


The Authority is of the view that all future airport development in the region should be 
planned and carried out within the context of a South-Central Ontario airport strategy 
which must take into account the environmental, social, economic and travel demands of 


the region. 


For further information contact: 
Steve Shaw 


(416) 392-3385 


NOTES FOR REMARKS BY ROBERT A. BANDEEN, CHAIRMAN, GREATER TORONTO 
AIRPORTS AUTHORITY 
DECEMBER 2, 1994 


Minister Young, distinguished guests. 


On behalf of the Board of the Greater Toronto Airports Authority, | thank you Mr. 
Minister and your staff at Transport Canada for recognizing GTAA as the Canadian Airport 
Authority for Pearson International. It is a great pleasure for us to be here this morning to 
sign this conditional Letter of Intent thereby formally commencing our negotiations with 
Transport Canada. 


Mr. Minister, the past difficulties are well Known but this signing signifies a positive 
new era for Pearson Airport. We are pleased to be working within the open and publicly- 
responsive recognition process which you have established in the new National Airports 
Policy. 

Today’s signing event marks the beginning of an important new phase of 
development for Pearson Airport, and represents an important milestone for the community 
and for air travel in Canada. The intended governance change brings with it marketing and 
economic development opportunities in a context of community concern for sound 
environmental planning. 


On a personal note, it has been a great privilege for me to have been closely 
involved in the development of what will become Canada’s largest Airport Authority. 


Certainly the creation of GTAA has been a real team effort and | acknowledge the 
important role played by the leaders of our Municipalities and Regions. The community has 
nominated a very distinguished Board of Directors and | would like to recognize them at this 
time... 

# Bob Attersley, representing the regional municipality of Durham; 
m Donald Blight, also representing Durham; 

m James Bullock, representing Halton; 

mw Michael Butt, representing York Region; 

m Ron Dennis, representing consumer interest; 


a Bill Dimma, representing the Federal Government; 


m Anne Edgar, representing Peel Region; 


Peter Gilchrist, representing York Region; 
Gerry Meinzer, who along with myself represents Metro Toronto: 
m Joanne Thomas Yacatto, representing the Federal Government; 
m™ Sidney Valo, representing Peel Region; and 
John Walker, representing Halton. 
| would also like to acknowledge the important contributions of our professional 
advisors -- Laurie Barrett and Don Ross of our law firm Osler Hoskin & Harcourt, Larry 
Scott of Deloitte & Touche, our management consultants, and Argyle Communications, our 


communications consultants. Sincere thanks also to the Economic Development Division of 
the Metro Chairman’s office for providing our secretariat. 


The role of GTAA will be to provide efficient, community-based management of Pearson 
Airport and the Regional Airport System serving the Greater Toronto area. !n fulfilling this 
role, our principal objectives will be: 


1). To meet public needs for safe, cost-effective and convenient air travel; 
2). To address community and environmental concerns; and 
3). To promote regional economic development. 


| believe that we are ideally positioned to meet these objectives. 


The authority is committed to an expeditious and orderly transition of airport 
management from Transport Canada. Today’s signing initiates this transfer process. 
However, with the complexity of the issues involved, including terminal development and 
airside expansion, negotiations leading to the transfer of Pearson will likely take 12 to 18 
months. 


With regard to the existing Transport Canada staff at Pearson and others in positions 
affected by the transfer, we look forward to employing those who wish to become a part of 
the GTAA organization when the negotiations have been successfully concluded. Ensuring 
that their knowledge, experience and skills are maintained for the benefit of the travelling 
public will be a top priority. 


In addition to Transport Canada employees, we are very much looking forward to 
working with the airlines, licensees, suppliers and other important stakeholders at Pearson 
Airport. 


Pearson Airport is a major generator of economic activity in Southern Ontario. The 
Authority wants to work with all levels of government to promote and further develop 
Pearson’s potential as an engine of economic growth and as a key gateway to North 
America’s economic heartland. 


While Pearson’s central role as an International gateway is clear, it is essential that 
Regional Airport facilities such as those of Toronto City Centre Airport, Buttonville, and 
Oshawa be treated as part of a Regional System with co-ordinated planning and 
management. 


Finally, | want to stress that GTAA will represent the GTA community not only in 
Board Membership but in all matters relating to the region’s objectives for economic growth 
and environmental responsibility. We intend to operate openly and with full accountability to 
the regional community. 


On behalf of the GTAA Board | again thank the Minister of Transport, Transport 
Canada, and the Regional Community for allowing us to tackle these exciting challenges. 
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GREATER TORONTO AIRPORTS AUTHORITY: AN OVERVIEW 


Incorporation 


The Authority was initially incorporated on March 3, 1993 as a not-for-profit public 
corporation under Part II of the Canada Corporations Act. The Authority has been 
reconstituted under the new National Airports Policy (NAP) and renamed. 


Objectives 


The objectives of GTAA are summarized as follows: 


1) 


2) 


To lease and operate LBPIA and any other airport in the South Central Ontario 
Region, for the general benefit of the public and in an efficient, safe and secure 
manner. 


To finance airport operations in a manner that releases funding that can be used to 
achieve the full potential of the Region’s airports. 


To facilitate the economic development and use of airport lands and facilities. 


To generate and participate in economic development projects and initiatives which 
will enhance the wealth and the quality of life of the Region. 


To consult with all levels of government on all airport related matters. 


To promote the regions requirements and opportunities for air service on the national 
and international scene, and to undertake the full marketing of LBPIA. 


To ensure that community and environmental interests are represented in the operation 
and development of the airport. 


Ay 93 


Lester B. Pearson International Airport 
P.O. Box 6031 

Toronto AMF, ON L5P 1B2 

Tel: 905-676-3344, Fax: 905-676-3339 


Board of Directors 


Members of the Board are nominated by the five Regions, the Province of Ontario and the 
Federal Government. Board nominees are selected to assure representation of the following 
economic sectors and interest groups: air transportation, industry, government, tourism, 
distribution and air cargo industry, finance, aviation, manufacturing, organized labour, and 
consumer interests. Board members must collectively have the requisite skills and knowledge 
to operate the corporation including transportation, aviation, business, engineering, commerce, 
finance and law. The term of each appointment is three years. 


Directors are appointed in accordance with the corporation by-laws as follows: 


Two members are nominated by each of the five Regions with one nominee from each 
Region nominated in consultation with the local Board of Trade or Chamber of 
Commerce. 


One member representing consumer interests nominated by the Region of Peel 


One member representing organized labour nominated by the Regional Municipality of 
Metropolitan Toronto. 


One member nominated by the Province of Ontario 
Two members nominated by the Canadian Federal Government 


a 


November 18, 1994 


aS 


Greater Toronto 
Airports Authority 


December, 1994 


FACT SHEET 


a The Greater Toronto Airports Authority (GTAA) was initially established in March 
1993 as a community initiative led by the Regional Municipalities of Durham, Halton, 
Metro Toronto, Peel and York and local Boards of Trade and Chambers of Commerce. 


# Local Airport Authorities were established in 1992 to operate airports in Calgary, 
Edmonton, Montreal and Vancouver. 


a The Government of Canada announced its National Airports Policy (NAP) defining the 
Federal role in airports, in July 1994. Under the NAP, the federal government will 
maintain its role as regulator but will change its current role from airport owner and 
operator to that of owner and landlord. The NAP also sets out detailed criteria for the 
establishment of Canadian Airport Authorities (CAAs). 


a Greater Toronto Airports Authority has been reconstituted in accordance with NAP 
guidelines and accordingly renamed. 


a GTAA has been established as a Canadian Airport Authority to manage Lester B. 
Pearson International Airport and to work towards an efficient regional system of 
airports serving the Greater Toronto Area. The potential benefits of GTAA include 
enhanced regional economic development, coordinated marketing of the airport system 
and region, as well as efficient and environmentally sound operation of the system on 
behalf of the communities served. 


| GTAA is a private, not-for-profit corporation. Its 15-member Board of Directors 1s 
comprised of nominees of the five Regional Municipalities, the Province of Ontario 
and the Federal Government to represent business, industry, labour and the 
community. A list of current GTAA Board Members 1s attached. 


a GTAA was formally recognized as the Canadian Airports Authority for the transfer of 
LBPIA by Federal Transport Minister Douglas Young in November, 1994. 
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Lester B. Pearson International Airport 
P.O. Box 6031 

Toronto AMF, ON L5P 1B2 

Tel: 905-676-3344, Fax: 905-676-3339 
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THE NATIONAL AIRPORTS POLICY 
- Flying Into the Future 


On July 13, 1994, Transport 
Minister Douglas Young announced 
plans to commercialize a significant 
portion of Transport Canada’s 
operations as he unveiled his national 
air transportation strategy. Under the 
strategy, community-based groups will 
operate the nation’s airports and 
Canada’s air navigation system will be 
modernized. This move is designed to 
promote safety and efficiency. 

There are 726 certified airports in 
Canada. Transport Canada currently 
wns, operates or subsidizes 150 of 
ese certified airports. Ninety-four 
percent of all passengers and cargo are 
handled at 26 airports. 

Under a new National Airports 
Policy, these 26 airports which are 
Canada’s largest and busiest, will form 
the National Airports System. The 
government will maintain its role as 
regulator but will change its current 
role from airport owner and operator to 
that of owner and landlord. Five 
airports have already been leased to 
local airport authorities and the 
remaining 21 will be transferred to 
Canadian Airport Authorities or CAAs. 
Community groups will also have the 
opportunity to own and operate 
regional and local airports with 
scheduled passenger traffic. 

A total of 31 smaller airports with 
no regularly scheduled passenger 
service will also be transferred to local 
interests. The federal government will 
continue to ensure the operation of 
remote airports that provide service in 
areas with no other reliable year-round 
Dx: of transportation. 

The federal government will 
continue to be responsible for all 


Canada 


aspects of aviation safety and will 
continue to set safety and security 
standards for all Canadian airports. 

Canadian Airport Authorities or 
CAAs are not-for-profit corporations 
headed by boards of directors. Those 
directors are nominated by different 
levels of government and other 
organizations such as boards of trade 
and labour groups. The federal 
government may also appoint up to 3 
directors. Directors cannot be elected 
politicians or government employees. 

Under this policy the operation and 
management of Toronto - Lester B. 
Pearson Airport (LBPIA) will be 
transferred toa CAA. The federal 
government and any future CAA for 
LBPIA will work closely to determine 
the best way to address infrastructure 
development at LBPIA. 


In Memoriam 


Transport Canada management 
and staff at LBPIA wish to express 
tribute to the memory of Mr. 
George Shaw, resident of 
Etobicoke, who passed away on 
August 14th, 1994. Strongly 
committed to the betterment of his 
community, Mr. Shaw contributed 
his vast experience and knowledge 
to improved communications and 
consultation activity between 
airport management and local 
residents. His tireless dedication, 
wisdom and wit will be missed by 
the entire airport community. 


RCMP RADAR 


The roads at Pearson 
are not monitored by 
photo radar but they are 
monitored by photo and 
radar. For years, the 
RCMP have enforced the 
speed limit on airport 
roads with radar but the 
Mounties now have a 
new tool to help them 
with traffic offenders. The 
traffic unit has recently 
acquired a video camera 
system. All traffic stops 
are now being recorded 
on both audio and video. 
Not only is this system useful & 
court evidence in cases as impaired 
driving, it has also shown to have 
benefits for officer safety. 


COMMITT <E 
CALENDAR 


The following external 
communication/consultation 
committees will be meeting at LBPIA 
during the remainder of this calendar 
year. For more information about these 
committees, call Irene Hawrylyshyn, 
Government/Community Relations 
Officer at (905) 676-3051. 


Community Consultative Committee 
(6 pm.) Nov. 1, 1994 

Tri-Municipal Committes (9 a.m.) 
Nov. 3, 1994 

Residents’ Advisory Committee (6:30 
p.m.) Nov. 8, 1994 

Mississauga Noise Management 
Authority (4:00 p.m.) Nov. 29, 1994 


PIA TODAY 


COMMUNITY 
COMMENTARY 


The guest columnist this issue 1s Martin Lamprecht. 
Mr. Lamprecht is a resident of Mississauga and owner of Air 
Trans Source, an air transport industry marketing services 


firm. 


Canada ‘s Transport Minister Douglas Young presented 
his government’s new National Airport Policy on July 13, 
expediting the process of transferring control and ownership 
of 150 airports. This process was begun under the previous 
government when it transferred five of its major airports in 
Vancouver, Calgary, Edmonton and Montreal (Dorval and 
Mirabel airports) to Local Airport Authorities (LAAs) in 
1992; 


Experience with the existing LAAs over the past two 
years has shown that these locally controlled and oriented 
organizations can operate more efficiently and respond to 
market forces and demands more quickly. However, with 
the new business orientation and the pressure to be 
financially self-reliant, the users will likely face increased or 
new fees to fund the operations and future expansions of the 
airports. Airlines can expect higher fees, other tenants higher 
lease rates and passengers will have to get used to Passenger 
Facility Charges (PFCs). Vancouver has already 
implemented such PFCs under considerable protest from 
passengers and travel agents. 


The Greater Toronto Regional Airport Authority is ready 
to take over the airport. It has stated that it does not expect 
the need to raise airport fees, despite the need for $ 1 billion 
to $ 2 billion in improvements over the next six to seven 
years. 


While the trend towards globalization of national 
economies continues, the competitiveness of a national 
airport system will increasingly determine the 
competitiveness of the nation it serves. Canada’s future 
depends on its ability to succeed in international trade. Its 
businesses need access to an efficient, modern and 
productive air transport system to conduct business with its 
increasingly far-flung customer base across continents and 
oceans. 


Toronto’s Pearson International Airport is the country’s 
gateway to the world. It has evolved into a top-ranking 
international hub over the years. Under its future 
management system, it will not be given any time to rest on 
its laurels, as international airports elsewhere also become 
aggressive marketers of their services. Commercialization of 
airports is taking place in many countries. The era of airports 
as government-sponsored transportation infrastructure is 
coming to an end. Modern airport managers are running a 


AIRPORT Update 


The continuation of extended hours (7:00 a.m. to 
10:00 p.m.) for the Sid Seven ATC departure 
procedure had resulted in a significant increase in the 
number of complaints called in to the Noise 
Management office. These complaints were primarily 
coming from the southwest Brampton area. Staff from 
LBPIA attended a public meeting July 7th at which 
affected residents detailed the impact of this air traffic 
control procedure. A new procedure, Pearson One, 
came into effect on August 18th. This new procedure 
will be used by all aircraft from 11:00 p.m. to 7:00 a.m. 
daily, and will be used at other times for jet departures 
by Air Traffic Services during light traffic demand 
periods when simultaneous parallel independent 
departures (SPID) are not being used. A review of 
aircraft operations since August 18th indicates high 
utilizations of the Pearson One SID during the day 
and significant reduction in the complaints from 
southwest Brampton. A permanent solution, allowing 
aircraft to depart straight out, will be available in 
November of 1995 with the installation of a second 
VOR(Visual Omni Range radar equipment). 


business, fighting for market shares, trying to keep their L 
paying users happy with efficient, state-of-the-art facilities to 
move people and goods smoothly. 


The pressure will be on the new Toronto CAA to 
strengthen the competitive position of Canada’s international 
gateway and to modernize its facilities. This could mean the 
inclusion of other area airports to take over some aviation 
activities from Pearson, thereby taking some of the pressures 
off the limited land resources and the community’s 
environmental concerns. 


Much of the growing courier and other cargo flight 
operations that depend on Hamilton Airport, a modern 
airport with much of the necessary infrastructure in place or 
under development. Similarly, Toronto Island Airport has 
carved out a market niche as a point-to-point commuter 
airport. Buttonville Airport is a bustling general aviation 
field. 


The challenge for the local group taking over the airport 
(or airports) will be to negotiate favourable lease terms with 
the Federal Government and to successfully address 
questions from users and surrounding communities about 
the accountability of its local airport monopoly. With a large 
revenue base in place and much potential for further 
business development, the future for Pearson looks bright. 
All we need now is the Federal Government to take its foo 
off the brake and to negotiate more liberal international ait 
agreements, especially for better access to the United States. 
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Director of Airport 
Terminals Jack Gaum 
and Manager of 
Terminal Three 

o"""" Howard 
~ohan joined Susan 
Leith, Area Manager 
for Immigration 
Canada to mark the 
125th anniversary of 
Immigration Service 
in Canada. 


HAPPY 125! 


Citoyennete © 
a\ Immigration 


June 22, 1994 marked the 
125th anniversary of 


Ganada Immigration Service in Canada. 


The year’s motto was “125 


aes, Years of Building Canada”, and 
wa Immigration Canada set up a 


booth at Terminal Three to 
inform employees and the 


, public about the work it does at 


the airport. Immigration 


3 officers were available to 


answer questions and to 
distribute pamphlets and 
brochures. Of course, no 
birthday would be complete 
without cake. Susan Leith, 


Area Manager for Immigration Canada at LBPIA, 
Jack Gaum, A/Director of Airport Terminais, 
Howard Bohan, Manager of Terminal Three Co- 
ordination and Priscille LeBlanc, Director of 
Consultation and Communications were present for 


the occasion. 


The following is a brief summary of one of 
Canada’s oldest federal departments: 


e Early immigration to Canada was generated by 
emigration agents who were essentially salesmen 
advertising the country’s attractions to 
prospective immigrants. 


MANY THANKS 


APGM Lloyd McCoomb 
presents Certificates of 
Appreciation to Nick 
Leimonis from Airline 
Limousine and Bob Pocknell 
from Penetang Midland 
Coach Lines for going above 
and beyond the call of duty 
in supporting the airport 
community’s special events. 


¢ In 1869, the Immigration Act was 
legislated to primarily prohibit 
the landing of pauper or destitute 
immigrants at any Canadian 
port. 


e Nearing the end of the 19th 
century and into World War I, 
some three million immigrants 
who were farmers from central 
and southeastern Europe came to 
settle Canada’s west. 


e The Great Depression of the 
1930's affected immigration as 
Canada dealt with her economy 
by not allowing people who 
could not both support 
themselves and find jobs. 


¢ By World War II, Canadian 
immigrants consisted mostly of 
highly educated retugees. 


e The post-war years marked the 
liberalization of immigration as 
workers were needed for an 
expanding Canadian economy. 


e Immigration restrictions 
especially discriminating specific 
racial groups were abolished by 
1962 and in 1967, the “points” 
system was implemented based 
on qualifications such as 
language and job skills. 


e The Act of 1976 further clarified 
immigration policies and 
introduced refugees as a separate 
group from immigrants. 


The recent changes affected the 
flavour of Canadian society which 
was not just of European origin but 
also of Asian and Caribbean 
descent. As Canada becomes older, 
its immigration policies have 
become more sympathetic, objective 
and consultative. 
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THE GREAT BASEBALL CHALLENGE ' 


I could hardly be termed “the fall «€ 
classic” but the annual baseball game 
between Transport Canada managers and 
members of the Airline Operators 
Committee was a memorable contest 
anyway. 

Our very own Jack Gaum made some 
great plays at first base while Terminal 3’s 
Jerry Cance demonstrated an interesting 
style as he pitched the complete game 
winner for the opposing side. The game 
MVP was Jim Malkou from Bitove. The 
final score was AOC 18 and Transport 
Canada 14. 

Special thanks to the crew at Cara 
Flight Kitchen #1 for putting together 
another great post-game celebration. 


Special thanks go to the staff of Cara Flight Kitchen #1 for the many times 
they’ve supported our various social functions. 


From left to right are: Cara General Manager Peter Simon, APGM Lioyd 
McCoomb, Chef Gerry Zechel, Cara Branch Manager Joe Santos and 


waiter Charles Azzopardi. 
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General Manager Salar Come (aul as Sallie Sian 
Hamilton Airport aaeccu 
9300 Airport Road | MARKETING | 
Suite 2206 or een Ce Bae a 


Mount Hope, Ontario 
LOR 1WO 


Dear Mr. Kincaid: 


As you may be aware, the Standing Committee on Transport of 
the House of Commons has recently commenced a study of the future 
of Canada’s airports, focusing on the National Airports Policy, the 
commercialization of the air navigation system, and the components 
of an improved bilateral air agreement with the United States. The 
Committee plans to conduct its examination by the spring of 1995. 


Your organization has been included in the list of potential 
witnesses to appear before the Committee on this study. The 
purpose of this letter to give you some information on the 


Committee and its study and ask if you would be interested in 
making a presentation. 


You may have read articles in the press concerning travel 
plans of the Committee. at the moment, a application is being made 
to the appropriate House authorities for release of travel money. 
Should this be granted, the House must then be asked for permission 
to travel. It is envisaged that this travel would take place at 
selected locations across Canada during the winter. It should be 
stressed that travel plans are tentative; the itinerary may have to 
be amended in response to budgetary constraints; there is also the 
possibility that permission to travel may not be given at all, in 
which case witnesses would either come to Ottawa or "meet" with the 
Committee via videoteleconferences. 
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I am including with this Wetter a, brief descriptironworscne 
study, a list of the members of the Committee and a fax-back sheet. 
Given the planning required for hearings and travel, I would very 
much appreciate your taking the time to complete the attached 
information sheet and faxing it back to me at your earliest 
convenience. I apologize for not being able to give you more 
information on the hearing schedule at this time. Should you wish 
to appear on this study, someone from my office will be contacting 
you in the next month or so regarding the time and place. 


Thank you very much for your efforts: on behnaltgor the 


Committee. 


Sincerely yours, 


Ellen Savage 
Clerk of the Committee 


Fncls. 
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STANDING COMMITTEE ON TRANSPORT 


WITNESS INFORMATION SHEET 


Mr. Sam Kincaid 
General Manager 
Hamilton Airport 
9300 Airport Road 
Suite 2206 

Mount Hope, Ontario 
LOR 1W0 


Does your organization wish to appear? Yes No 


Does your organization wish to submit Yes No 
a brief? 


In the event the Committee does not travel, .CSme ENO 
could you come to Ottawa? 
CONTACT PERSON: 


TELEPHONE: FAX: 


ADDRESS IF DIFFERENT FROM ABOVE: 


COMMENTS: 


(Please circle) 


Kindly return by fax to: ELLEN SAVAGE, Clerk of the Committee. 
Telephone: (613) 996-1496 - Fax: (613) 992-9069 / 1996-1626 


HOUSE OF COMMONS e 
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STANDING COMMITTEE ON COMITE PERMANENT DES 
TRANSPCRT TRANSPORTS 


The Future Viability of Canadian Airports 


The Standing Committee on Transport of the House of Commons has commenced 
an extensive study on the future of Canadian airports. This study has been 
undertaken in response to two major policy initiatives recently announced by the 
Federal Government concerning air transportation: the National Airports Policy and 
the proposed commercialization of the air navigation system. 


Both of these initiatives will have profound impacts on commercial aviation in 
Canada. Clearly, the future management and ownership of Canadian airports, their 
ability to compete, and the service offered to users will depend on the successful 
implementation of the National Airport Policy. The modernization of the air 
navigation system is of course highly desirable but nct at the expense of safety. 


A third important air issue is the negotiation of a more open and competitive 
bilateral air agreement with the United States. Previcus negotiations on this matter 
broke down between the two countries two years age and there has been renewed 
pressure from the public and the industry for more and improved transborder air 
service. The benefits of a new air agreement are obvious but there are potential 
liabilities as well. This initiatrve demands a full review. 


The members of the Standing Committee on Transport feel it is essential to do a 
comprehensive study of these far-reaching changes to the air mode to help ensure 
their successful implementation. It is currently intended that the study will conclude 
at the end of April 1995. 


For further information: 


Ellen Savage 

Clerk of the Committee 

Room 618 Wellington Building 
House of Commons 

Ottawa, Ontario K1A 0A6 


Tel: (613) 996-1567 
Fax: (613) 996-9069 


HOUSE OF COMMONS 
CHAMBRE DES COMMUNES 
OTTAWA,CANADA 
K1A OA6 


STANDING COMMITTEE ON : COMITE PERMANENT DES 
TRANSPORT TRANSPORTS 


MEMBERS OF THE COMMITTEE 


Stan Keyes .934-N eleaoo5 i754) 
Chairman Centre Block 
(Liberal) 


Joe Comuzzi 350 Confederation Tel.: 996-4792 
Vice-Chairman 
(Liberal) 


Joe Fontana 334 West Block Tel.: 992-0805 | 
(Liberal) 

Jim Gouk 930 Confederation Tel.: 996-8036 

(Reform) 


Michel Guimond 648 -S TeL: 995-9732 
Vice-Chairman Centre Block 
(Bloc Québecois) 


Room 618 Wellington Building 


Ellen Savage 
Clerk of the Committee Tel:(613) 996-1496 Fax:(613) 996-9069 
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